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Building, January to June 1984 


Issue Date Date 
6Jan 
13Jan 
20Jan 
27Jan 
3Feb 
10Feb 
17Feb 
24 Feb 
2 Mar 
9 Mar 
16 Mar 
23 Mar 
30 Mar 


* Denotes letter to the Editor 


SUBJECT 


Abbeystead water-pumping station, 
Lancs, methane gas explosion, 26/13 
Aberdeen: City centre redevelopment 
plans, 8/10 
Access Satellite International, 24/15 
Accidents on construction sites: see also 
Site safe campaign 
Abbeystead water-pumping station, 
Lancs, methane gas explosion, 26/13 
Statistics, 2/14 
Statistics for 1983, 7/9 
Taylor Woodrow site causes road 
death, 12/11 
Acoustic engineering, 4/47 
ACORN System, 5/20 
Adhesives: Tanin adhesives, 14/43 
Aerial platforms, 21/60 
Airports: 
Birmingham International Airport, 
23/35-42 
Heathrow, Terminal 4, 7/30-33 
King Khalid, Riyadh, Saudi Arabia, 
19/26-27 
Alexandra Palace reconstruction, London, 
3/9 


6 Apr 
13 Apr 
20 Apr 
27 Apr 

4 May 
11 May 
18 May 
25 May 

lJune 

8Jun 
15Jun 
22Jun 
29Jun 


Alex Gordon Partnership, architects, 
7/3 


Alfred, “Montague: PSA Chief Executive 
resigns, 11/11 
Alkali-silica, new guide, 19/7* 
Alston, Penrith, storm damage, 4/10 
Aluminium see Metals 
American Institute of Architects, 
honorary fellows, 10/9 
Approved inspectors see Building control 
Arab architecture, 3/26-27, 8/21 
Architects marketing manual, 24/44 
Architects’ Registration Council of the 
UK, membership growing at RIBA’s 
expense, 23/9 
Architectural drawings, John Harris 
lecture, 12/29 
Architectural education: 
Private school at Bristol, 7/9 
RIBA Conference, 1/19, 3/7* 
RIBA stabilises student numbers, 12/11 
Architectural ironmongery, product 
update feature, 1/49-57 
AROUSAL management training system, 
24/41 
Art Deco dining rooms, Unilever House, 
5/31-33 
Artificial cladding see Cladding 
Asbestos: 
AMA seminar, 8/21 
GLC draft code of practice, 17/9 
Claddings sales rise, 23/9 
Claims against Cape Industries, 2/9 
Eternit stops producing asbestos 
products, 26/57 
Government working party, 7/15 
HSE good practice guide, 21/13 
HSE licence scheme, 5/11, 20/13 
London Borough fined, 14/12 
Red Road flats, Glasgow, 14/12 
RIBA advice to architects, 5/11 
Safety measures ignored, demolition 
company fined, 22/15 





Vitrification process for waste, 10/13 
Association for Conservation of Energy, 
floor insulation, 23/46-47, 24/11 
i ee of Consultant Architects, 


Contract form in conjunction with BPF, 
24/5, 30 
Association of Consulting Engineers: Fee 
competition meeting, 19/14 
Association of Metropolitan Authorities: 
Report, repair of system-built housing, 
10/9, 11/12, 12/5 
Assured tenancy scheme, 9/13 
Atria: 
Design, 4/5, 28-29 
Lloyds Chambers, City of London, 
4/35-42 
Roof gardens, 4/26-27 
UK guide 1984, 4/30 
Victoria Plaza, London, 24/26-27 
Automobile Association recovery depot, 
Halesowen, 2/9 
Avonmouth Construction Co Ltd, PSA 
payment delay, 26/9 
Awards see Competitions 
Aztec West business park, Bristol, 26/9 


B 


Back, David, quantity surveyor, 13/24-25 

Balfour Beatty, move into house-building, 
16/19 

Bankruptcies and liquidations: 
Computerised warning system, 3/16 
Insolvency law, White Paper, 10/11 
Pennine Homes Housing Society, 2/14 
Statistics, 3/16 

oo building products, 
8/51 


Barbour Information system, 11/50, 12/11 
Barlaston Hall, Staffordshire, 26/10 
Barns, increase in applications for their 
demolitions, 21/13, 26/57 
Baron, Tom, Chairman Christian 
Salvesen, in planning row, 14/12 
Barratt: 
Defective homes, Lowestoft, 12/14 
Glasgow housing scheme dropped by 
council, 23/13 
Kingsgate House flats, Solihull, 21/9 
Profits down, 12/17 
Refurbishment of inner city housing, 
Salford, 2/12 
Starter homes too small, 6/13 
Starter homes, resale losses alleged, 
World in Action, 25/9, 26/10 
Starter home resale price guarantee, 
10/16 
Bath: Early post-war housing, repair 
campaign, 12/43 
Battersea power station, conversion 
schemes, 15/9, 21/9 
Beckett, Bruce, retires from Scottish 
Office, 26/13 
Belfast: Maysfield Leisure Centre fire, 3/9 
Bellway: 
Home security package, 6/49 
Retirement village, Ponteland, 18/15 
Urban renewal housing schemes, 6/12 
Benson, Christopher, appointment as 
chairman, London Docklands 
Development Corporation, 9/11 
Berkshire Structure Plan row, 14/12 
Bexleyheath shopping centre, 4/13 
Birmingham: 
City Council enveloping programme 
cuts, 17/11 
Convention centre, 9/10, 12/11 
Crown courts, 19/14 
International airport, 23/35-42 
National Exhibition Centre covered 
stadium, 6/12 
New labour council's building 
programme, 20/12 
Bison system building, 2/51 
Bison wall frame flats, 12/13, 13/11, 15/9, 
17/9 
Blackpool, leisure development, 14/13 
Blackwood Hodge, trading re -ults, 21/16 
Blue Circle, trading, . esults, 18/18 
Blueprint magazine, 7/22 
Bookshop design, 18/41-43 
Books reviewed: 
Alvar Aalto —a critical study, 18/29 





Amenican picture palaces, 21/24 
Building construction handbook, 26/22 
Building contracts — a practice guide, 
21/24 

Building Indonesia: a market survey, 
22/26 

Building maintenance price book 83-84, 
3/22 

Construction cost estimating, 12/29 
Decorative plasterwork: its repair and 
restoration, 22/26 

Design and installation of sclar heating, 
22/26 

Designing for fire safety, 21/24 

Energy management, 22/26 

Habitat International, 21/24 

Indoor air pollution: characterisation 
prediction axd control, 18/29 

Joinery for repair and restoration 
contracts, 22/26 

More advanced quantity surveying, 
12/29 


Moverient control in the fabric of 
buildings, 8/24 
Practical building services design, vol 1, 
3/22 
Sheppard Robson: architects, 18/28 
Successful methods in cost engineering, 
26/22 
Survey of London vol XLI Southern 
Kensington: Brompton, 8/24 
The urban school, 21/24 
Washington: quicker by quango, 22/26 
Bourn Mill, 26/14 
Bournemouth: 
International conference centre, 
delays, 8/10 
Office plans, Chase Manhattan Bank, 
15/15 
Bovis: 
Office refurbishment contracts, 10/17 
Standardised sports halls, 10/29 
Sued over Congo project, 19/9 
Trading results, 17/16 
Bradford city council, housing officers 
disciplined, 26/9 
Bradford Schools Programme, 14/36-47 
Brandram’s Wharf, Rotherhithe, London 
Docklands, 24/36 
Brentford Island Village, London, 26/12 
Bricks: 
Brick Development Association, 
director-general interviewed, 23/33 
Brick products, 23/73-74 
Concrete bricks, 23/53 
Designing in reinforced brickwork, 2/7* 
Hanson Trust/LBC merger, 2/5, 9 
Brick Development Association, 
director-general interviewed, 23/33 
Brick Supplement with 8 June issue 
Bridges: 
Severn bridge repairs, 6/9, 8/12 
Tyne bridge cleaned, 8/12 
Brighton: Palace Pier sold, 9/13 
Bristol: 
Aztec West business park, 26/9 
Firm evicted from toilet, 16/15 
Private school of architecture, 7/9 
British Board of Agrément: 
Enquiry service, 16/15 
Product quality guarantees, 22/38-39 
Water penetration in insulated walls 
warning, 6/9 
British Library contract awarded, 7/15 
British Overseas Trade Board: USA 
export outlet for UK firms, 18/9 
British Property Federation: 
Building procurement conference, 9/20 
Building procurement scheme, 1/13 
Building procurement system inaction 
at two London sites, 24/31-33 
Competitive tender proposals criticised 
by BEC, 16/13 
Contract form to implement building 
procurement system launched, 
24/28-33, 25/22 
Deputy director-general interviewed, 
24/28-29 
Procurement system criticised, 7/11, 
19/22, 23/11, 24/29 
British Standards: 
Britisk Standards coe product 
quality guarantees, 22/38- 
Construction draw april e, 15/11 





Door closers, 15/60 
British Telecom: Plans for Milton Keynes 
HQ abandoned, 19/9 
British Woodworking Federation: 
Outlook, 10/52 
~— Street Station, redevelopment, 
2/9 


Bubble caption competition, winner, 5/19 
Budget: 
Demands by industry, 10/15 
Effect on construction industry, 11/5, 9, 
11 


Impact on construction, 12/16 
No relief for construction (Latham MP), 
6/23 
The Builder: Review of events, 1884 and 
1934, 17/27-30 
The Builder, cumulative index project, 
26/22 
Building: 
Editorial Advisory Board, 1/17 
Index July-December 1983, 1/63-70 
Wins PPA Campaigning Feature of the 
Year award, 20/21 
Building Computer Centre: 13/45 
Launched, 8/45 
Building control: see also Control 
Certification of approved inspectors, 
15/34 
Building control fees system, 26/12 
Building control officers, 2/7* 
Building Cost Information Service (RICS): 
Online database, 14/6* 
Building Dossier (illus): 
250th dossier, 10th anniversary review, 
19/35-58 
Birmingham International Airport, 
23/35-42 
BUPA hospital, Harpenden, 10/35-42 
Canons Ashby manor house, 
Northampton, 21/41-48 
Eastgate shopping centre, Inverness, 
3/35-4: 
Garden Festival Hall, Liverpool, 
17/43-50 
Granada Television Studios, 
Manchester, 6/35-42 
Ismaili Centre, South Kensington, 
London, 8/35-42 
Limehouse studios, London Docklands, 
15/39-46 
Lloyds Chambers, City of London, 
4/35-42 
Mitcheldean doctors’ surgery, 
Gloucestershire, 25/39-46 
Nucleus system hospital, Maidstone, 
2/39-46 
Building Economic Development 
Committee: 
Building skills for tomorrow's jobs, 6/10 
Building Employer's Confederation see 
also National Federation of Building 
Trades Employers: 
Building education paper (with CIOB), 
15/9 
Constitution restructured, 22/14 
Criticisms of BPF competitive tender 
proposals, 16/13, 19/22 
Enveloping schemes criticised, 23/12 
Guarantee scheme for householders to 
be launched, 25/9 
Guarantee scheme for small works, 
3/11 


President interviewed, 25/12 
v mig _ building alterations, guidelines, 
Water penetration through cavity walls, 
10/13 

Building Failures Information System, 
new database, 8/44 

Building Housing Cost Index see Housing 
Cost Index 

Building in Practice: 
Alex Gordon Partnership, architects, 
7/36-37 
ECD Partnership, architects and 
energy consultants, 16/41-43 
Four young Scottish architects 
20/36-38 
Napper Collerton, architects, 3/28-29 
Peter Graham and Partners, quantity 
surveyors, 11/26-27 
Society for Cooperative Dwe 
24/35-36 


Ili 
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Date 


6 Apr 
13 Apr 
20 Apr 
27 Apr 

4May 
11 May 
18 May 
25 May 

1June 

8Jun 
15Jun 
22 Jun 


Date 


zg 


6Jan 
13Jan 
20Jan 
27Jan 
3Feb 
10 Feb 
17Feb 
24 Feb 
2 Mar 
9 Mar 
16 Mar 
23 Mar 
30 Mar 


ot 
Sw RK COON DUP ONE 


_ 
wo 


* Denotes letter to the Editor 


Building Indicators, 6/18, 10/18-19, 
15/18-19, 19/18-19, 23/18-19 

Building Market Report, 20/13, 21/13 

Building On Site: 
Grandstand, Dublin, 5/26-28 
Heal’s Building, Tottenham Court 
Road, London, 22/34-36 
Heathrow Airport, Terminal 4, 7/30-33 
International Garden Festival, 
Liverpool, 16/28-31 
London Underground refurbishment, 
1/30-33 
National Westminster Bank, New York, 
3/31-35 
Scottish Exhibition Centre, Glasgow, 
12/30-32 
Waverley Market, Edinburgh, 9/28-29 
Whitechapei art gallery extension, 
20/31-33 

Building procurement: see British 
Property Federation 

Building regulations see also Control: 
DOE approved documents for 1985 
simplified building regulations, 17/39 
Exemption of health authority buildings, 
11/7* 
Scotland, threatened with abolition, 
26/11 

Building Research Establishment: 
Director interviewed, 9/24-25 
High alumina cement concrete, report, 
7/14 
Prefab reinforced concrete houses, 
reports, 26/12 
Research into radon gas, 9/12, 10/9 
Research programme, 1984-1985, 
24/5, 10 
Work of oversees division, 15/54-55 

Building societies: 
Finances, 3/15 
Tax on profits, 9/15 

Building Supplements: 
Brick with 8 June issue 
Refurbishment, with 9 Marchissue 
Roofing, with 22 June issue 

Building Technical File, 18/14 

Burns, Sir Wilfred, DOE chief planner, 
obituary, 2/14 

Burrell Museum: 
Faulted on design, 3/10 
Storm damage, 4/10 

Burton on Trent, maitings tower, 23/15 

Butler’s Wharf, docklands refurbishment 
scheme, 8/9, 23/9 

Butlins, £2 million new building 
programme, 19/13 

Buxton, baths into shopping centre 
conversion, victim of VAT, 14/11 


C 


Calke Abbey, Derbyshire, 11/11 
Cambridge: 
History Faculty building defects, 4/12 
Canons Ashby, restoration, 15/13, 
21/41-48 
Cardiff: 
Angel Hotel refurbished, 5/12 
East Bute Dock development scheme, 


5/11 
Cardiff, HTV complex, 14/17 
Caxton Hall, Westminster, London, 
listed, 13/13 
Cement see Concrete 
Cement and Concrete Association, staff 
cutbacks, 23/12 
Channel Tunnel: 
50-50 chance of being built, 20/15 
Arguments for construction, 22/5 
Chartered Institute of Building: 
150th anniversary, Building tomorrow’s 
heritage, main events, 17/31, 19/14 
150th anniversary, dinner, 8/20 
150th anniversary, “Open Site” 
campaign, 6/5, 20/11, 23/10 
— education paper (with BEC), 


Mer rger with Construction Surveyors 





Institute, 17/9 
Channel tunnel: consortium proposals, 
10/11 


Chatham Historic Dockyards Trust, 12/14 

Cheshunt: Broxbourne Borough Council 
office scheme, 10/12 

Chetwood, Cliff, Wimpey chairman, 
interviewed, 13/14-15 

Chimneys: 
Morristion hospital, Swansea, 7/15 
Product Update, 22/63-73 
Sectional stainless steel chimneys, 
23/52 

China-Build, product and services 
compendium, 26/13 

Chinese Embassy, London, 15/23 

Chivers Joinery Division, 10/52 

CIRIA: Technical note, design procedure 
for building accuracy, 14/43 

Cladding: 
Aluminium, Elemeta, 20/53 
Artificial stone cladding, dangers, 12/14 
Artificial stone cladding, removal 
enforced, 13/12 
Single and multi-coating systems, 21/53 
Stone cladding to be removed, Croxteth 
Park, Liverpool, 24/12 

Client’s role in control of building projects, 
8/32-33 

Coin Street, South Bank, London, 12/9, 
14/11, 17/10, 18/14, 24/12 

Commission for Racial Equality, new 
employment code, 14/25 

Competitions and Awards: 
Architectural Ironmongers/RIBA 
Journal specification awards, 6/21 
Awards for excellence in building 
= advertising and information, 
8/1 
British Gas/RIBA energy housing, 
competition, 25/19 
British Telecom HQ, winner, 3/9 
Bubble caption winner, 5/19 
Building Centre Lego competition, 
21/12 
Building innovation awards 1985, 
panel, 9/19 
Business and industry panel for the 
environment, 6/17 
Carpenters exchange scholarship 
scheme, 18/21 
Cartwright travelling scholarship, 16/21 
Celcon Architectural Mastermind, 
23/21 
Charles Reynolds bursary (Concrete 
Society), 22/21 
Cherry Garden Pier, Southwark 
Docklands, 15/14 
Chester city centre site development, 
1/11 
CIB project management awards, 2/19 
CIOB Ian Murray Leslie awards, 7/21 
Companion of Institute of Personnel 
Management award, 22/21 
Concrete Society awards for building 
construction, 1984, 23/22 
Concrete Society site practice award, 
15/21 
Concrete Society travelling scholarship, 
16/21 
Concrete Society’s Charlies Reynolds 
Bursary, 4/19 
Construction health and safety group 
awards, 19/21 
Copper development association 
plumber of the year award, 21/19 
Disabled Scot of the Year award, 23/21 
Energy efficiency ’84, 22/21 
European shopping centre award, 16/21 
Eurostructpress award 1984, 8/19, 
17/40-41, 24/13, 
Eurostructpress award 1984, winners, 
26/34-36 
Glasgow cathedral precinct, 23/21 
Glagow tenement design, 11/15, 13/19 
Housing Centre Trust, goldenjubilee 
award, 21/19 
> papcaais Photographic awards, 

(21 

ICI exhibition building, Royal 
Agricultural Society show, 16/21 
Institution of Structurai Engineers, 
special awards, 18/21 
Maidenhead civic society award, 23/21 
Meyer International architectural ideas, 


Michael Ventris Memorial Fund award, 
6/21 


National Engineering Marketing 
Awards, 24/17 

National Gallery extension, 16/9, 17/10 
National Lego building competition, 
14/20 

NFBTE annual medals, winners, 4/19 
NHBC award for quality building to 
Barratt, 9/16 

NHBC best housing site supervisor, 





6/21 

NJCBI Skili-Build 84 winners, 18/21 

Northern Brick Federation brickwork 

award, 16/21 

Permoglaze paints colour ideas, 23/21 

Pride in the Job, 1983 winner, 5/13 

Queen’s Awards tor Export, 17/12 

Queen’s Birthday Honours, 25/11 

Reed building winner, 11/19 

RIBA —- of Architecture canopy 

winner, 14/1 

RIBA Royal Gold Medal winner 1984, 

6/11, 21/34 

RICS 1984 Building Economy Award 

scheme, 7/21 

RICS/Times conservation awards, 7/21 

Rome Scholarship in Architecture, 3/19 

Royal Opera House extension, Covent 

Garden, 4/10, 20/10, 26/9 

Royal Society for Prevention of 

Accidents, Gold Award, 19/13 

Shell energy awards, 15/21 

Site Safe 83 winners, 7/21 

Society of Architectural Technicians, 

student award, 23/21 

Starter homes, Milton Keynes, winner, 

14/13 

Structural steel design awards, 14/19 

Suspended Ceilings Association award, 
3/21 


Thames TV, London’s worst/best 

buildings, 14/10 

Trafalgar Square, Grand Buildings, 17/9 

Truswal Systems beam design, 23/21 

UNESCO, Tomorrow’s habitat, 14/19 

Wolf prize winner, 11/19 

Young engineer for Britain 1984, 11/19 
Computer jargon guide, 10/27, 11/23, 

12/25 


Computers, 4/49, 8/45, 13/45, 17/54-56, 
21/56-57, 26/49-52 
Concrete: 
Alkali aggregate reactions in concrete, 
3/44 


Application to multi-storey 

construction, 3/66-67 

BRE report, glass-reinforced cement, 

18/13 

British Precast Concrete Federation 

product directory, 23/52 

BSI aaa quality assurance scheme, 
1 


Cement and Concrete Association staff 
cut-backs, 23/12 

Cement imports from Germany, 4/15 
Concrete bricks, 25/53 

Design for good weathering, 3/40 

High alumina cement, BRE report, 7/14 
In Building series, 3/63-70 

Insitu concrete losses ground to precast 
concrete and steel, 19/16 

Lagan cement, 13/16 

Miners’ strike, effect on cement 
industry, 16/17 

Polypropylene woven reinforced 
cement, 21/61 

Ready mixed concrete quality scheme, 
19/12 


RMC plans to import cement, 13/9 
West German imports, 1/11 
Concrete blocks, sales up at expense of 
timber-frame, 22/9 
Condensation: Risk calculation, 2/7* 
Confederation of British Industry, joint 
infrastructure report with FCEC, 26/9 
Confederation of Construction Specialists: 
Concern at union labour-only 
restrictions, 19/3 
Conferences and courses: 
Bossom lecture on industrial building, 
RSA, 24/20, 25/22 
Building Society Association, 22/19 
Future of the Fiat factory, Turin, 
symposium, 22/22 
Home Improvement Targeting System 
seminar, 5/20 
House-Builders Federation, 14/20 
International Committee of 
Architectural Critics, symposium, 
24/20 
Midlands study centre, conference on 
BPF new contract, 25/22 
Ninth European conference on shopping 
centres, 20/20 
Property needs of high technology 
tenants (CALUS), 13/20 
RIAS, annual convention, 22/22 
RICS Quantity Surveyors Division, 
13th triennial, 15/22-23 
Trent Polytechnic, contract form 
problems, 7/22 
UCATT annual conference, 24/12 
Conference centres: 
Birmingham, 9/10, 12/11 
Bournemouth, 8/10 
Peterborough, 25/10 
Conservation: 





Building conservation organisations, 
14/28 
Canons Ashby, manor house, 21/41-48 
Historic building preservation in 
Holland, 21/41-48 
Mag lifted on listed building alterations, 
8/ 
Consortium Developments, plans for new 
villages in South East, 13/10 
Construction industry: 
Divisions of interest, 8/11 
Grants available, 17/5, 24-25, 21/32-33 
New move for education of 
professionals, 3/25 
Construction Industry Training Board: 
Payrolllevy, 3/10 
Skills testing, 14/12 
Training levy for 1984, 5/10, 9/11, 
15/11, 16/11, 19/9 
Youth Training Scheme places, 15/11 
Construction Plant-Hire Association, 1/40 
Construction Surveyors Institute, 
proposed merger with CIOB, 17/9 
Contracts: 
ACA and contract form problems (Trent 
Poly course), 7/22 
JCT contract form with construction 
design, delay clauses, 18/24 
JCT, contractors proposals, 7/24 
JCT intermediate form, 9/9, 11/7*, 20/9 
JCT new chairman, 7/15 
New formula for JCT intermediate 
form, 13/9 
Non-standard forms condemned by 
NJCC, 5/10 
Subcentract conditions, 8/31 
Contracts (John Sims): 
Bills of quantities and BFP’s alternative, 
1/18, 3/20 
BPF’s proposals for building 
procurement, 5/22, 24/22 
Contractors’ design liability, 9/22 
Cost guaranteed, 2/7* 
JCT Form and ‘Practical Completion’, 
16/24 
JCT Form with Contractor’s Design, 
11/22, 14/22, 20/24, 22/24 
Contract furnishing guide, 15/59 
Control: 
— of approved inspectors, 
7/24 


London’s building control system, 7/35 
Control John Swift): 

BS code on escape from fire, 5/22 

Building control officers and site 

inspection, 16/24 

Building control system challenges local 

authorities, 14/22 

Construction details, local authorities 

unreasonable demands, 24/22 

Control systems under Housing and 

Building Control Bill, 22/24 

DOE building control proposals, 10/10 

Durability and minimum standards, 3/20 

Fire rating, 11/22 

Fire regulations and platform floors, 

22 


Stairway regulations, 18/24 
Control systems, In building series, 
11/79-86 
Copper see Metals 
—, most successful enterprise zone, 
/13 
Correa, Charles, architect, RIBA Royal 
Gold Medallist 1984, 6/11, 21/34 
Corrosion of metal fixings, 7/73 
Corruption and fraud: 
Northern Ireland, terrorist-fronted 
fraud, 18/14 
PSA, (Daily Express) allegations, 3/10 
PSA inquiry, 9/10, 10/10 
Scaffolding thieves, 26/12 
Subcontractors tax evasion, 25/11 
Costain: 
Commodore factory design and build 
contract, 13/12 
Trading results, 19/16 
United Standard House damages claim, 
12/13 
Cost File: 
1/87-102, 5/77-90, 9/87-96, 14/83-98, 
18/97-110, 22/93-104 
Heating and electrical, 5/86-89 
Measured rates, 2/96-101, 14/92-97 
Plant hire, 9/94-95, 22/102-103 
Court House, Liverpool, 3/9 
Cowboy contractors and the home 
improvement market, 9/11 
Crawley, Camelot Court singles homes, 
4/35 


Crown Suppliers, director of design 
interviewed, 23/32 

Croydon: 
Shirley Oaks Village housing scheme, 


Cunite James, architect, obituary, 2/14 
Cunningham, Dr John MP, shadow 
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ones spokesman, interviewed, 
ll 


Current prices see Cost File 


D 


Daily Telegraph: 
= works, Millwall Dock, London, 
3/10 
Printing works, Trafford, Manchester, 
24/9 


Damp: In Scottish housing, 24/12 

Damp-proof courses: 
Defect Action Sheet, 8/44 
New British Standard, 7/44 

Dampness in buildings: 
BRE’s Defect Action Sheets, 4/11 
aaa Select Committee report, 

Decadex remedial treatment to Bison 
blocks, 2/51 

Defects see Structural failures 

— courses affected by spending cuts, 

Demolition: 
Barns, 21/13 
Bison Wall Frame flats, 17/9 
St Peter’s seminary, Dumbarton, 15/14 
Workers more like to have fatal 
accidents, 24/11 

Denny, Ron, BPF deputy director-general 
interviewed, 24/28-29 

Department of the Environment: 
Approved documents for 1985 
simplified building regulations, 17/39 
Building control proposals, 10/10 
Circular Land for housing, 7/11 
Improvement for sale, 6/17 
Structure plan examinations, 6/13 

Derelict land: 
DOE survey, 10/12 
Grants, 17/24, 21/33 

Design-build: 
Costain, Commodore factory contract, 
13/12 
Walter Lawrence Design and 
Construct, 13/18 

Determinations, 10/51, 15/53, 23/51 

Devon County Council, new property 
management department, 2/12 

Dial Industry Publications, Building 
Supplies directory, 12/44 

Dimensional tolerances, 13/44 

Direct labour: 
Association of Direct Labour 
Organisations, agm, 14/9 
Competition with private contractors, 
11/12 
Governmeni’s privatisation plans, 3/12 
Lewisham DLO criticized, 6/12 
NFBTE report, 4/ em 
UCATT pamphlet, 1 

District Surveyors: 7135, 30-31, 16/13, 
18/7*, 20/6*, 24/7* 

Dixon, Jeremy, selected to design Opera 
House extension, 26/9 

Docklands: 
Beckton, district centre planned, 22/15 
Butler’s Wharf, Southwark, 8/9, 23/9 
Cherry Garden Pier, Southwark, 15/14 
Clipper’s Quay housing development, 
Poplar, 23/13 
Daily Telegraph printing works, Isle of 
Dogs, 13/10 
Docklands railway, work commenced, 
25/11 
Free Trade Wharf, Gablecross scheme, 
22/11 
International Garden Festival, 
Liverpool, 16/28-31 
Isle of Dogs feasibility study, 15/15 
Lanterns Court development, 14/15 
a appointment of new chairman, 
Prime Minister’s visit, 16/14 

Domestic heating see Heating and 
Electrical 

Donnington Hall, 6/17 

Drake and Scull, safety award winners, 


19/13 

Dublin: Landsdowne Road grandstand, 
5/26-28 

Dumbarton, St Peter’s seminary 
demolition, 15/14 

Dundee, Tayside Enterprise Zone, 2/15 

Durham, Milburngate shopping 
development, 4/11 


E 


East Bute ren development scheme, 
Cardiff, 5; 

East Kilbride: ‘iiiiadils factory, 13/30-32 

ECD Partnership, architects and energy 
consultants, 16/41-43 

Economic review: prospects for 1984, 
1/5, 22-29 

Edinburgh: 





Atholl Crescent office development 
scheme, 3/17 
Castle Terrace theatre scheme, 10/11, 
20/12 
Council housing rehabilitation 
programme, 16/13 
District council cut inimprovemant 
ants, 11/12 
estival Square work delayed, 26/14 
New civic square, 18/13 
New labour council’s building 
programme, 20/12, 21/12 
Waverley Market, 4/28-29, 9/28-29 
Western relief road planning battle, 
22/14 
Education: see also Architectural 
education 
= education, government cuts, 


Degree courses hit by cuts, 5/12 
Integration of the construction industry 
professions, 3/25 
Women on site, GLC course, 19/14 
Youth training work party, 21/10 
Employment, equal pay new rules, 26/33 
Employment codes (racial/sexual 
equality), 14/25 
Energy: see also Insulation 
Air-based solar heating systems, 14/43 
BRE’s low energy office, report, 14/10 
British Nuclear Fuels exhibition, 19/14 
Council housing energy conservation, 
Newcastle, 12/15 
ECD Partnership, architects and 
energy consultants, 16/41-43 
Gas fired heat-pipe central heating, 9/38 
Government grading homes scheme, 
18/15 
Government grants for combined heat 
and power (CHP) schemes, 16/15 
Heat pumps, 22/41 
Heating large shops, 14/43 
Passive solar heating report, 20/53 
Pebble bed heat storage, 9/38 
Preventing heat loss through floors, 
23/46-47 
= operation of power stations, 
Solar collector panels, 22/41 
Structural Insulation Association 
conservation report, 13/13 
UK inefficient energy saver (EEC 
ee 22/11, 23/53 
USA, experimental exchange 
technology fair, 24/44 
Wave operated power station, 6/50 
England, Richard, architect, review ofhis 
work, 9/30 
Enterprise zones: 
Psa ig 17/25, 21/32-33 
Corby, 6/ 
Swansea, Hee in UK, 8/22 
Enveloping schemes, criticised by BEC, 
23/12 
Equal Opportunities Commission, new 
employment code, 14/25 
Equal pay, new rules, 26/33 
Espley Trust, 16/18, 21/16 
Evans, Gren, director of BEC Eastern 
region, retirement, 19/14 
Events see Conferences and courses 
Exeter: Leisure/shopping centre, 16/18 
Exhibitions: 
8 and industrial technology, 


BMEX 84 (builders merchants), 15/60 
British Nuclear Fuels, 19/14 

Buildings innovative concepts fair: 
experimental technology, 24/44 
— in perspective 1830-1939, 


Central and local government show, 
14/20 


Exhibitions guide 1984, 9/36 
German architecture 1900-1933, 12/28 
Home improvement, Japan, 15/59 
IBM computers travelling exhibition, 
26/11 

Michael Graves, architect, 11/20 
Middle East construction, 15/60 
Murray Zanoni, topographical artist, 
13/20 

Photography and architecture, 
1839-1938 (Paris), 12/28 

Royal Academy summer show, 20/28 
RIBA computer conference and 
exhibition, 17/54 

RIBA festival of architecture, overseas 
work, 18/20 

Rooftex 84, 16/50 

SAIEDUE, Italy, 15/60 

Scotbuild 84, 13/46, 17/60 
SICOMAT 84, 11/50 

Sir Alfred Bossom, architect, 13/21 
Site equipment demonstration, 
Hatfield, 19/30-31 

Six young architects (festival of 





architecture), 18/22 

Study in patronage, 2/20, 3/22 

Waste of time and money?, 7/43 
Exhibition centres see conference centres. 


F 


Factories and warehouses: 
Fiat car plant, Turin, Italy, 20/42-45 
General Instrument, Glenrothes, 
13/30-32 
—— NEC Semiconductors, 
Membrain factory, Wimborne, 1/13 
Monklands, Glasgow, private 
development, 19/14 
Motorola, East Kilbride, 13/30-32 
National Semiconductor, Greenock, 
13/30-32 
Nippon Electric, Livingston, 13/30-32 

Fairclough Projects: Scottish project 
management projects, 13/30-32 

Falk, Nicholas, Royal Society of Arts, 2nd 
Bossom lecture, 24/20 

Falkland Islands: 
Airport project and workers conditions, 
8/10, 21/9 
Contract for —__ 5/13 

Farm Buildings and Equipment, 
directory, 2/54 

oo Hants, office development, 


Fast-track construction see Steel 

Federation of Associations of Specialists 
and Subcontractors, relationship with 
other subcontractor organisations, 


23/13 

Federation of Civil Engineering 
Contractors: 
Campaign, increased construction 
spending, 16/19 
Criticism of Government policy, 4/13, 


5/25 
FCEC-CBI joint infrastructure report, 
FCEC withdraws, 26/9 

Federation of Master Builders: 
Building control fees system, call for 
simplification, 26/12 
Funds surplus, 7/15 
Opposition to CITB payroll levy, 3/10, 
5/10, 9/11, 19/9 
Pension recommendations, 6/10 
Seat offered on New Homes Marketing 
Board, 6/13 
Training levy campaign launched, 16/11 
VAT extension to building alterations, 
survey, 20/15 

Fee competition, 5/11 

Financing construction work: 
Government grants, 17/24-25, 
21/32-33 

Fires: 
BS 476, Fire Tests, 15/51 
BS 5588: Part 3 Escape from fires, 5/22 
Factory, Callington, Cornwall, 22/15 
Fire in furniture (BRE digest), 21/60 
Maysfield Leisure Centre, Belfast, 3/9 

Fixed price contracts, 7/5, 9 

Floors: 
Heat loss through floors, 23/46-47 
Insulation standards required, 24/11 
Precast concrete, seminar, 16/49 

Fly tipping, 18/15 

Forecasts: 
BMP forecasts 1983-1986, 15/15 
= and Civil Engineering EDC, 
Private house completions, 1984 & 
1985, 14/9, 20 
Private house starts, 4/15, 10/9 

Forklift car mover acquitted, 19/12 

Foster Associates: 
Registration as -y company, 18/14 
Sued by MKDC, 1 

Freeports, 6/15 
Isle of Man, 21/11, 22/13 
Southampton, 22/19 

Free Trade Wharf, London docklands, 
22/11, 23/11 

Fulham House, “de-listed”, 20/10 


G 


Gablecross developers, Free Trade Wharf 
scheme, London docklands, 22/11, 
23/11 

Gas cookers, nitrogen dioxide poisoning, 
4/7 


Gas service association, 16/50 

Gateshead, Metrocentre shopping 
development, 15/16 

Gaulter, Derek, director- general FCEC, 
interviewed, 5/24-25 

General development orders see Planning 

Georgian Group, criticism of National 
Gallery extension, 4/10 

Gibberd, Sir Frederick, architect, 





obituary, 2/14 
Gibraltar, Wonderworld development 
plans, 15/15 
Glasal cladding panels (Eternit), 10/10 
Glasgow: 
Barratt crscon. fwmraronenie scheme, 
(Hutchestown E flats) dropped by 
council, 23/13, 25/11 
Bison Wall Frame flats repairs, 15/9 
Burrell Museum criticisms, 3/10 
Council land-ban for private 
house-builders, 16/9 
Fish market scheme halted, 24/13 
= Maryhill, cladding repairs, 


Housing development with wrong 
bearings, 21/13 
Princes Dock housing development 
scheme, 7/13 
oe Dock hotel proposals criticised, 
Royal Exchange sold, 17/13 
Scottish Exhibition Centre, 12/30-32 
SSHA Kirkland Street scheme, 
Maryhill, 6/10 

Glass: 
Anti-sun solar control glass frontage, 
Ironbridge, 2/13 
— regulations safe glass ruling, 
Kappafloat, 9/40 

ao dangerous glazing, 22/9 
po — defects, Hammersmith, 


Trading results, 21/16 

Glenrothes: 
Factory built using tilt-up wall 
technique, 2/54 
General Instrument factory, 13/30-32 

Gow, Ian, Housing Minister, optimistic for 
industry’s future, 21/13 

Grand Buildings redevelopment, Trafalgar 
Square, London, 13/11, 17/9 

Grand ae acquire Rosser & 
Russell, 2/17 

Grandstand, Lansdown Road, Dublin, 
5/26-28 

Grants: Government grants for 
construction, 17/24-25, 21/32-33 

Graves, Francis & Partners, quantity 
surveyors, 13/24-25 

Graves, Frank, appointment as project 
controller, Birmingham convention 
centre, 9/19 

Greater London Council: 
Architects’ visit to Belgium, 17/20 
Asbestos draft code of practice, 17/9 
Centenary cake (100 years of local govt) 
for South Bank, 13/11 
District surveyors, 7/35, 14/30-31 
Effects of abolition, 3/7*, 12, 4/9 
Employment policies questionnaire to 
select approved contractors, 21/5, 9 
Heavy lorry ban, 10/10 
Historic Buildings Division, 5/29 
Historic Buildings Division capital 
b areuray a me frozen, 22/14 

storic Buildings Division saved, 16/11 

London Underground improvement 
programme, 1/30-33, 16/15 
Mansion House Square inquiry, 
evidence, 24/11 
Payments to contractors delayed, 25/9 
— Brixton Recreation centre, 
/ 
Thamesmead’s capital budget cut, 
15/13 


Victorian pier scheme, 17/10 
Greater London Development Plan, 17/13 
Greater London Enterprise Board: new 

schemes, 9/12 
Green Belt see also Housing land, 

Planning: 

Draft circular, 7/11 

Housing land, 5/10 
Greenock: National Semiconductor, 

factory, 13/30-32 
Greycoat Estates & Coin Street, 12/9, 

14/11 


Grimshaw, Nick: Bossom lecture on 
industrial building, RSA, 25/22 
Group of Eight, 8/5, 23, 10/23 
Need for a marketing board, 20/20 
Groves Raines, Nicholas, Scottish 
architect, Building in practice, 20/36 
Guildford: shopping area mall, 5/17 


H 


Hackney, Trowbridge Estate, defective 
housing, 25/11 

Halesowen, Birmingham, AA recovery 
depot, 2/ 

Halifax, building society, 21/15 

Hard Hats, 15/9, 17/11 

Hard Landscape, In building series, 
24/68-76 
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Building, January to June 1984 


Issue Date Issue Date 
no 
6Jan é 
13 Jan 15 
20Jan 
27 Jan 
3Feb 
10 Feb 
17Feb 
24 Feb 
2 Mar 
9 Mar 
16 Mar 
23 Mar 
30 Mar 


6 Apr 
13 Apr 
20 Apr 
27 Apr 

4 May 
11 May 
18 May 
25 May 

lJune 

8Jun 
15Jun 
22 Jun 
29 Jun 


Denotes letter to the Editor 


Haringey council/NALG x0 dispute (private 
vinhouse design), 16/5, 9 
Harrow school, Druries House 
refurbishment, 9/15 
Hartington, Buxton, new school, 5/13 
Hays Wharf development, Loadon, 
21/26-29 
Health and Safety Commission: 
Advisory services guidelines, 3/12 
Health and Safety Executive: see also 
Accidents on construction sites 
Asbestos licensing scheme, 5/11 
Demolition workers, more fatal 
accidents, 24/11 
Dumper truck driver safety card, 10/13 
Hard hat wearing enforced, 13/9, 17/11 
Protection of hearing at work EEC noise 
levels, 25/10 
Heathrow Terminal 4 topped out, 22/9 
Heating: 
Control systems, 1/37 
Heat pumps, 22/41 
Home heating costs, Energy Efficiency 
Office guide, 5 
Heating and Electrical sce Cost File 
Heating and Ventilating Contractors’ 
Association: 
Members bankruptcy levels, 5/13 
Subcontractors insolvency protection 
scheme, 10/11 
Hepworth Ceramic and Steetley, 9/16 
Hereford, former Chief Architect awarded 
damages, 13/11 
Heron Homes, managing direc tor 
interviewed, 21/30-31 
High-tech, RIBA lecture, 16/22 
Historic Buildings & Monuments 
Commission: Chairman interviewed, 
14/26-28 
Holland, building conservation, 21/36-37 
Holmes and Narver Inc (USA), new 
Glasgow office, 17/13 
Home improvement: 
Building society’s role annual 
conference, 22/19 
Cowboy contractors, 9/11 
Home improvement grants, 1/10 
National Home Improvement Council, 
13/46 
OFT proposals for self-regulation, 7/13 
OFT “cowboy” report, 12/23, 13/13 
Home-working conference, 19/22 
Honours list, New Year, 1/9, 16 
Hospitals: 
BUPA hospital Harpenden, 10/35-42 
Capital needed for repairs, 16/15 
Great Ormond Street, repair costs rise, 
6/10, 24/9 
Maidstone (Nucleus), 2/39-46 
Portland Private Hospital, London, 
12/11 


Private hospital, London Bridge City, 
21/12 


Roy: al naval new block, Haslar, Hants, 
13 
Ro yal Victoria infirmary extention, 
Newcz astle, 5/13 
St George’s, Tooting, new ward, 23/13 
UK private hospita! building, 10/31 
Hostel for homeless women, Soho, 
London, 23/11 
Hotels 
Angel, Cardiff, refurbished, 5/12 
_ Roy: il Hotel, Winchester, 26/43-44 
House-Builders’ Federation: 
“1984 conference, 14/20 
Annual report, 4/21 
State-of-trade survey, 
| House prices, 1/14 
Housing: 
-xander Road repairs, 
8/10 


3/17 


Camden, 


tarter homes, resale losses 
ged, 25/9 


th’s post-war concrete housing, 


rd city council housing officers 





disciplined, 26/9 

Camelot Court singles homes, Crawley, 

14/35 

DOE Priority Estates Project, 7/41 

Edinburgh council rehabilitation 

programme, 16/13 

Glasgow council land-ban for private 

house-building, 16/9 

Government strategy, 3/5 

Hackney, Trowbridge Estate, 25/11 

History of defective post-war, 

non-traditional housing, 5/36-7 

House prices rise, 8/13 

Land famine and private housing, 10/9 

Minimum recommended room size, 

17/13 

Mixed housing, The Meadows, 

Nottingham, 22/14 

Piggeries flats refurbishment plans, 

6/10 

Post Modernist public housing, Milton 

Keynes, 9/32-35 

Public housing feature, 2/5, 24-34 

Reuse of vacant housing, 8/13 

Sale of council houses, survey, 7/15 

Shared a Kings Cross Road, 

London, 22/1 

Sheffield, Broomball YDG flats unsafe, 
7/1 


4 
Slum clearance, AMA & HBF report, 
13/10 
Southall water tower conversion to 
housing, 17/34 
SSHA Kirkland Street scheme, 
Maryhill, Glasgow, 6/10 
Starter homes, 1/15 
Survey commissioned (National 
Federation of Housing Associations), 
14/13 


Survey comparing public and private 
housing, 6/28-29 
Teviot Estate, Tower Hamlets, 
London, 12/13 
Timber-frame potential defects, 
6/30-31, 11/47-48 
Vacant housing register, 3/13 
Housing and Building Control Bill, see 
Parliament 
Housing Cost Index, 1/29, 5/17, 9/17, 
14/17, 18/19, 22/19 
Housing Defects Bill see Parliament 
Housing land: 
Commons Environment Select 
Committee report, 24/9, 25/13 
Consortium develcpments, new 
villages planned, 13/10 
DOE circular Land for housing, 7/11 
Environment Secretary’s comments, 
2/13 
Joint Land Requirements Committee 
report, 11/13 
Land prices restraint on private housing 
growth, 10/5, 10, 14/20 
Housing statistics see Statistics 


I 


IBM travelling computer exhibition 
pavillion, 26/11 

Ice rinks: Lee Valley, Hackney, 4/9, 17/11 

Imperial War Museum refurbishment 
scheme, 3/13 

In Building Series: 
Concrete, 3/63-70 
Control Systems, 11/79-86 
Hard Landscape, 24/67-76 
Jointing and Fixing, "Th /67-74 
Non-ferrous Metals, 20/91-98 
Timber, 16/67-76 

Indicators see Building Indicators 

Indoor pollutants, see Pollution 

Information technology online databases, 
10/49-50 

Inner city regeneration: Joint Taxation 
Committee’s budget recommendaticns, 
2/15 

Insulating blocks without cavity fillin 
breach of building regulations, 25/10 

Insulation: see also Energy 
Floor insulation standards required, 
24/11 


Government thermal insulation 

requirements, 18/15 

Heat loss through floors, 23/46-47 

Insulating blocks without cavity fillin 

breach of building regulations, 25/10 

Insulating materials, 1/37 

Thermal insulation, Eurisol fact sheets, 

21/55 

Uf foam, guide (BRE), 22/15 

Uffoam, Scottish regulations, 8/11 
insurance: 

Latent building defects, 7/14, 14/9 

NHBC scheme for conversion work, 


‘ 
RIAS professional indemnity scheme, 
17/9 





Interbuild 83, 7/43 

Interviews: 
Alexander, Anthony, director of 
Hanson Trust, 18/17 
Chetwood, Cliff, chairman of Wimpey, 
13/14-15 
Cunningham, Dr John MP, shadow 
environment spokesman, 2/11 
Gaulter, Derek, FCEC 
director-general, 5/24-25 
Lewis, Peter, managing director, 
Heron Homes, 21/30-31 
Lovejoy, Derek, landscape architect, 
18/36-37 
McAlpine, Bobby, vice-chairman, 
Marchwiel, 22/32-33 
Montagu, Lord, Historic Buildings and 
Monuments Commission chairman, 
14/26-28 
Morrison, Peter, Youth Training 
Scheme, 1/34-35 
Watson, Dr Rex, BRE director, 9/24-25 
Wheeler, Colin, president RICS QS 
division, 16/22 

Ipswich: 
Swimming baths, 21/9 
Victoria Ragged School, 21/11 

Ireland, construction industry slump, 
20/17 

Islamic architecture, King Khalid airport, 
Riyadh, 19/26-27 

Isle of Man, freeport site development, 
21/11, 22/13 

Ismaili Centre, South Kensington, 
London, 8/35-42 

Italy, Fiat car plant, Turin, ideas fornew 
uses, 20/42-45 


J 


Jefferson, Bryan, PSA director-general of 
design services, 20/5, 10, 21/10 

Job Trends, 4/94, 8/102, 13/87, 17/112, 
21/110, 26/104 

John Lelliott Ltd: 
Design Manage Construct, design-build 
company launched, 21/17 
New operations, 5/16 

Joint Contracts Tribunal see Contracts 

Joint Land Requirements Committee: 
Housing land report, 11/13 

Joint Taxation Committee, budget 
recommendations, 2/15, 10/15 

Jointing and Fixing: In Building, 7/67-74 


K 


Kappafloat coated glass, 9/40 
Kensington Town Hall site sold, 16/15, 
9/12 


Kew, public record office, ventilation 
problems, 15/11, 19/14 

Kitchen furniture code of practice, 2/54 

Kitemark, product quality guarantee, 
22/38-39 

Kuwait, claim against British firm upheld, 
10/12 


L 


Labour: Racial/sexual equality 
employment codes, 14/25 

Labour Party: 
Shadow environment spokesman 
interviewed, 2/11 

Laing, trading results, 19/17 

Laing Homes: Glasgow docklands housing 
development, 7/13 

Land see Housing land 

Landscape, hard, 24/67-76 

Lansdowne Road grandstand, Dublin, 
5/26-28 

Latent building defects: 
Insurance to be developed, 14/9 
Insurance premium, 7/14 

Latent liability: Law to be clarified, 7/ 11 

Latham MP 
Building industry’s public image, 19/23 
EEC proposed extension of VAT tonew 
building work, 17/21 
Environment ministers and opposition 
counterparts assessed, 25/23 
Group of Eight, 8/23, 10/23 
HBF annual report, 4/21 
Land requirement, third report, 23/23 
No budget relief for construction, 6/23 
OFT home improvement “cowboy” 
report, 12/23 
Public expenditure debate, 2/21 
Treasury move away from monetarism, 

25 


Law (Lloyd and Reese): 
Arbitration, 10/21 
Clerk of Works negligence, 21/22 
Consultants’ work not architects’ 
responsibility, 17/22 
Contractor’s claim for working capital, 





Contractors’ dual obligations, 15/24 
Contracts more complicated than the 
forms, 6/24 
Duty to supervise, 19/24 
Lessons of personal experience, 2/22 
Limitation and “doomed” buildings, 
12/22 
Limitation periods and defects, 25/24 
Liquidations, 23/24 
Negligence and limitation defence, 8/22 
Lead see Metals 
Leaders: 
Association of Consultant Architects, 
BPF contract form, 24/5 
Atria, 4/5 
BRE research programme, 1984-1985, 
24/5 


Channel tunnel, arguments for 
construction, 22/5 
EDC report, 6/5 
Contractors’ employment policies 
questionnaire, 21/5 
GLC District Surveyors, 7/5 
Government's housing strategy, 3/5 
Group of Eight, 8/5 
Hanson Trust takeover of London 
Brick, 9/5 
Haringey council, private vinhouse 
design dispute, 16/5 
Housing and building control bill, 16/5, 
22/5 
Infrastructure spending, 26/5 
Lack of major building works, 19/5 
Land prices restraint on housing 
growth, 10/5 
Mansion House Square scheme, 11/5 
Metropolitan counties, 5/5 
Monopolies procedure, 2/5 
Musclemen of the industry, 19/5 
New Homes Marketing Board, 3/5 
Open building sites scheme, 6/5 
Prince Charles attack on modern 
architecture, 23/5 
Prospects for 1984, 1/5 
PSA design services director 
appointment, 20/5 
PSA’s commissioning arrangements, 
5/5 
Quantity surveyor’s changing role, 13/5 
Refurbishment market, 10/5 
Royal Commission on Environmental 
Pollution, 9/5 
Scottish construction industry, 15/5 
Self-employed, 26/5 
Site managers training, 4/5 
Site safe 83, a failure, 13/5 
Starter homes World in Action 
programme, 25/5 
System-built public housing, 2/5 
System-building repairs legacy, 12/5 
Timber-frame construction, 14/5 
Treasury public expenditure plans, 
White Paper, 8/5 
Two-year fixed price contracts, 7/5 
VAT, 12/5, 14/5, 18/5, 20/5, 22/5 
Lee Valley ice rink, Hackney, 4/9 
Leeds: 
Cost of repair of defective system built 
stock, 26/12 
Etz Chiam complex, 26/31 
Systime factory, 26/31 
Yorkshire parcel centre, 26/27 
Legal cases: 
Acrecrest v Hattreil, 17/22 
Anglia Commercial Properties Ltdv 
South Beds District Council, 17/22 
Anns v LB of Merton (BCO site 
inspection), 16/24 
Archivent Sales Developments Ltd v 
Strathciyde Regional Council, 23/24 
Batty v Metropolitan Property 
Realisations Ltd, 12/22 
Bellway (South East) Ltd v Holley, 25/24 
Bramall & Ogden Ltd v Sheffield City 
Council, 6/24 
Brunswick Construction v Nowlan 
(Canada), 19/24 
Carl Rawcliffe Associates and Brenstar 
International Ltd, 22/14 
Customs and Excise v Viva Gas 
Appliances (VAT), 9/20 
Dawber Williamson Roofing Ltdv 
Humberside County Council, 6/13, 
23/24 
Gleeson v London Borough of 
Hillingdon, 6/24 
Hammersmith council/Gleeson, out of 
court settlement, 16/11 
Kensington Chelsea & Westminster area 
health authority v Adams Holden & 
Partners, 21/22 
— Borough of Merton v Lowe, 
19/2 
pp Congregational Union 
Incorporated v Harris & Harris, 12/22 
Matthews v Kember, 22/9 
EG Minter v Welsh Health Technical 
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Services Org, 4/22 
National Coal Board v Wm Neill & Son 
Ltd, 15/24 
Northern Regional Health Authority v 
Derek Crouch Construction Co, 10/21, 
11/14 
Peabody Donation Fund v SirL 
Parkinson (enforcement duty), 1/18 
Pirelli General Cableworks Ltd v Oscar 
Faber and Partners, 7/11 
Pye, J S (Oxford Estates, greenbelt 
planning appeal), 2/22 
Rees & Kirby Ltd v Swansea CC 
(working capital), 4/22 
Rimmer v Liverpool Corporation, 22/9 
Stag Line Ltd v Tyne Ship RepairGroup 
Ltd, 19/24 
Leisure centres see Sports Centres 
Letters: 
ACA contract form defended, 14/7 
Aerial photography, 23/7 
Alkali-silica guide, 19/7 
Architects and specification writing, 8/6 
Badly written bills of quantities, 14/6 
BBA’s logo and the BACH Federation, 
14/7 


BCO’s and new building control 
regulations, 17/7 

BEC’s new name now established!, 
20/7 

Bills of quantities, 8/6, 13/7, 15/7, 21/7 
Birmingham International Exhibition 
Centre, 3/7 

BPF and bills of quantities, 6/7 

BPF proposals for building 
procurement, 5/7, 20/7 

Brunel University, Construction Study 
Unit, 8/7 

Builders’ concern over VAT, 18/6 
Building control officers, 2/7 

Building control and public sector 
housing, 8/6 

Building control system, 3/7, 11/7 
Building cost information services 
online database, 14/6 

Building denigration of building control 
systems, 16/7 

Building exhibition boxing gala, 1/7 
Building regulation requirements for 
windows, 5/7 

Clerk of works’ powers under BPF form 
of contract, 17/7 

Clerk of works’ responsibilty, 25/7 
Commercial-professional polarisation, 
16/7 


Condensation risk calculation, 2/7 
Construction delays, 21/7 

Consultant Quantity Surveyors’ 
Association, 21/7 

ae law, caveat emptor precedent, 
17/ 


Contractual claims and disputes, 20/7 
Coronation St brickwork skin, 15/7 
Cost guaranteed contracts, 2/7 
Cwmbran car park defects, 15/6 
Decline in building standards, 14/6 
Defence of timber-frame building, 17/7 
Design & build/package deal, 19/7 
DHSS architects’ hospital building, 12/6 
Falklands ship, 15/6 
Filling cavity walls, facework leads inner 
leaf blockwork, 26/7 
Fire escape design, new code, 10/7 
Fixed price contracts, 17/7 
Fragmentation of the construction 
industry, 6/7 
Full design and preparation of bills, 18/6 
Gas cookers, nitrogen dioxide 
poisoning, 4/7 
Gas v electricity, 9/7 
GLC abolition, 3/7 
GLC Historic Buildings Division, 6/7 
Government building control proposals, 
11/7 
Higher education in architecture and 
building, 3/7 
Home improvement cowboys, 14/6 
Hong Kong bank contractors, 3/7 
Housing unemployed young people, 4/7 
HVCA insolvency scheme, 12/7 
Impregnation of timber elements, 15/6 
Inner London building control systems, 
18/7, 20/6 
Inner London building control system, 
safeguarding public safety, 26/6-7 
JCT 80, time becoming “at large”, 23/7 
JCT Contractor’s Design form of 
contract, 13/7, 21/7, 24/7 
JCT new form, 11/7 
Lego competition winners, 24/7 
Liability and insurance protection, 6/7 
Lloyd’s building budget, 3/7, 18/7 
London’s best and worst architecture, 
5/6 


London’s district surveyors, 14/6 
Luder on Cementation and the 
Thatchers, 10/7 





Luder on specification writing, 7/7 

Luder on training for project 

management, 25/7 

or nucleus hospital criticisms, 
2/ 

Mansell’s assistant md’s marathon run, 

22/7 


Mansion House redevelopment 
scheme, 16/7 

Marketing Energy Efficiency Office 
scheme, 22/7 

Newcastle energy efficiency 
programme, 19/7 

ae technology work stations, 12/7, 
15/ 


NHBC inflation limit cover, 11/7 

Nude silhouette to advertise 
management contracting course, 22/7 
Out-dated construction form, 18/6 
Platform floors insurance, 12/7 
Powers of the district surveyor, 10/7 
Prime Minister at RIBA reception, 5/7 
Prince Charles, support for his attack on 
modern architecture, 26/6 

Privatise the district surveyors, 24/7 
Project management, a professional 
training, 26/6 

Project management and architects, 
26/6 


Project management, architects not 
suitable, 24/7 

Project management, empirical 
principles (architect comes off worst), 
24/7 

Project managers — misuse of the term, 
4/7 

Proliferation of non-standard forms of 
contract, 7/7 

PSA and liability claims, 10/7 

Quantity surveyors as economic 
advisers, 4/7 

Quantity surveyors employed by civil 
engineers, 6/7 

Quantity surveyors future role, 1/7 
Raw deal for subcontractors, 10/7, 12/6 
Redundant office shock, 1/7 

Reinforced brickwork, 2/7 


Resin exudation of timber, 7/7, 9/7, 12/7 


RIAS convention a success, 23/7 

RIBA Festival of Architecture, 5/7 
RIBA Publications Ltd profits fromJCT 
1980, 10/7 

RIBA’s attitude accounts for falling 
membership, 25/7 

oe assisted development area, 
19/ 

Safety of flue linings, 9/7 

Safety regulations and painting 
windmills, 14/7 

Save our City Campaign for Clayton Sq, 
Liverpool, 22/7 

Selby coalfield gre cladding panels, 1/7 
Site safety, need for training, 8/6 
Slough Trading Estate, 8/7 

Smoke density after timber treatment, 
16/7 


Standard Method of Measurement for 
industrial engineering, 25/7 
Television poll on modern buildings, 3/7 
Tempered hardboard, 8/7, 9/7, 16/7 
Thin load-bearing panels, 4/7 
Timber-frame construction problems, 
13/7, 15/6, 18/6 
Timber-frame housing in Australia, 1/7 
Times architectural correspondent 
appointed, 15/7 
Tom Baron, low opinion of planners, 
19/7 
Trussed rafters, 23/7 
VAT, effect on local authority spending, 
20/7 
Water penetration in cavity insulated 
walls, 7/7, 8/7, 9/7 
Women architects, 19/7 
Women’s building course trivialised by 
cartoon, 22/7 
Lewis, Peter, managing director, Heron 
Homes, interviewed, 21/30-31 
Lewisham, London, DLO criticised, 6/12 
Liability: Latent liability law to be clarified, 
7/11 


Lighthouse, Mull of Galloway, 22/15 
Lighthouse club, 18/15 
Lighting: 
CIBS Code for interior lighting, 2/12, 
3/38-39 
Thorn-EMI laboratories, 3/39 
Liley, Peter, director of design toCrown 
Suppliers, interviewed, 23/32 
Lintels: Water penetration, Hastings, 6/9 
Liverpool: 
Cavern walks, 19/13 
Clayton Square, shopping precinct, 
18/14 


Council’s regeneration plan, 2/12 
Court house, 3/9, 18/35 
Croxteth Park Estate, cladding inquiry, 





9/10, 24/12 

Hebden Road Estate, Croxteth flat 
roofs replaced, 9/11 

International Garden Festival, 
16/28-31, 18/11 

International Garden Festival Hall, 
17/43-50 

Piggeries flats refurbishment plans, 
6/10 


Le Street Station, redevelopment, 
2/9 


Livingstone: Nippon NEC 
Semiconductors factory, 13/30-32 
Lloyd-Jones, Bob, director-general of 
Brick Development Association, 
interviewed, 23/33 
Lloyds Chambers, 4/35-42 
Lloyds building, City of London, 23/10 
Local authority architects, job losses, 4/9 
Local government: 
Moratorium fears, 24/14 
Overspending, 20/10 
London: 
Alderman’s House, 24/32-33 
Alexandra Palace reconstruction, 13/9 
Baker St underground restoration, 
16/15 
Battersea power station, 15/9, 21/9 
Best and worst buildings (Thames TV 
Poll), 14/10, 15/6* 
Bonamy Estate, Southwark 
redevelopment plan, 9/12 
Brandram’s Wharf, 24/36 
Brentford Island Village, 26/12 
British Library, 1/40 
Brixton Recreation Centre, 8/13 
Camden, Alexandra Road Estate 
repairs, 8/10 
City, Royal Exchange roof, 24/44 
City, Stafford House, 6/50 
Coin St, South Bank, 12/9, 14/11, 
17/10, 24/12 
Commodity Quay, 6/13 
Covent Garden Piazza, 
Eurostructpress award entry, 
17/40-41, 24/13, 26/34-36 
Covent Garden, offices, Floral Place, 
18/13 
Covent Garden, offices, Floral Street, 
24/32-33 
Ealing Broadway shopping centre, 8/11 
Ealing, Greenford refuse depot, 5/10 
Finsbury Avenue, offices, 24/10 
be Ormond Street Hospital, defects, 
6/ 
Hackney, factory development, 5/9 
Hammersmith central island scheme, 
15/11 
Haringey, architecture department 
decentralised, 7/11 
Hay’s Wharf development, 21/26-29 
Heal’s building, Tottenham Court Road, 
22/13, 34-36 
Heathrow Airport Terminal 4, 7/30-33, 
22/9 


Isle of Dogs, Heron Quays development 
scheme, 7 

Kelmscott House, home of William 
Morris, 18/15 

Kensington Town Hall site sold, 16/15, 
19/12 

Kew, Public Record Office, ventilation 
problems, 15/11 

Kirkaldy’s testing works, Southwark, 
refurbishment, 20/29 

Little Britain development by Wimpey, 
1/12 

Lloyds Chambers, City, 4/35-42 
Lloyds building, City, 23/10 

Ludgate Hill office scheme bid, 17/13 
Mansion House Square, 11/35-42, 16/9, 
23, 17/5, 18/14, 19/12, 20/9, 21/10, 
22/13, 24/11, 25, 25/13, 26/10 
Marylebone station, closure, 12/9, 
20/13 

National Film Theatre extension 
proposals, 7/11 

National Gallery extension, 4/10, 7/13, 
16/9, 17/10 

New Concordia Wharf, housing, 
26/38-41 

New White City racing track, 17/11 
Piccadilly Circus, Criterion Island 
development, 15/14 

Piccadilly Circus, Trocadero, developer 
sued, 13/12 

Regent's Park, zoo canopy, 20/9 
Richmond Riverside Site design, 11/13 
Riverside Studios, Chancellor’s Wharf, 
26/10 

Royal Opera House extension, 4/10, 
20/10, 26/9 

Soho, homeless women’s hostel, 23/11 
South Bank, technopark, 12/11 

South Kensington, Ismaili Centre, 
8/35-42 

Si vatieeralte Butler’s Wharf, 8/9 





Surrey Docks, Lysander scheme, 8/10 
Thames flood barrier, 19/11 

Trafalgar Sq, Grand Buildings, 13/11, 
17/9 


Triton Court, Finsbury Sq, 25/13 
Trowbridge Estate, Hackney, defects, 
9/12, 25/13 
Underground railway refurbishment, 
1/30-33 
Unilever House refurbishment, 5: 
Victoria Plaza, 24/26-27 
Westminster Abbey chapter house 
restoration, 19/60 
Whitechapel art gallery extension, 
20/31-33 
London Brick: 
Merger with Hanson Trust see Mergers 
Trading results, 5/16 
London Bridge City, Hay’s Wharf, 21/12, 
26-29 


31-33 


London Chemical Co, building 
maintenance, 16/50 
London Docklands Development 
Corporation: 
Appointment of new chairman, 9/11 
Isle of Dogs feasibility study, 15/15 
Lovejoy, Derek, landscape architect, 
interviewed, 18/36-37 
Luder: 
Architectural education, 1/19 
Budget, 14/21 
Eliminating contract claims, 18/23 
Good tight specifications, 5/21 
Law of liability, 3/21 
Making conferences worthwhile, 20/22 
Mansion House Square inquiry, 16/23 
New fees system, 9/21 
Prince Charles’s attack on modern 
architecture, 24/21 
Public planning inquiry system, 11/21 
The Dbserver, Cementation and the 
Thatchers, 7/23 
Training for project management, 22/23 
Lysander scheme, Surrey Docks, 
London, 8/10 


M 


McAlpine, Bobby, vice-chairman, 
Marchwiel, interviewed, 22/32-33 
McAlpine, Sir Alfred, Trident Submarine 
Hall contract, 24/13 
McCarthy & Stone, trading results, 22/18 
McGurn Logan & Duncan, architects, 
Building in Practice, 20/38 
McLean Homes, work stopped, Boreham 
Wood development, 21/12 
Macpherson, Donald, trading results, 
24/16 
Magnet & Southerns, trading results, 3/16 
Maidstone: Hospital, 2/39-46 
Management contracting: 
Views of the unions, 1/12 
Management training, AROUSAL 
system, 24/41 
Manchester: Granada Television Studios, 
6/35-42 
Manpower Services Commission, site 
management open tech programme, 4/9 
Mansion House Square development 
schemes, City of London: 
Farrell, Terry Partnership, alternative 
scheme, 11/35-42 
Gough, Piers, “joke” scheme, 16/9 
Inquiry evidence, Geoffrey Broadbent, 
26/10 
Inquiry evidence, GLC, 24/11 
Inquiry evidence, Lubetkin, 22/13 
Inquiry evidence, Sir James Richar ds, 
25/13 


Inquiry evidence, Richard Rogers, 
19/12 

Inquiry evidence, Peter Carter, 20/9 
Inquiry evidence, supporting Palumbo, 
21/10 

Leader, 17/5 

Luder, 16/23 

Palumbo, revised scheme, 18/14 
Victorian Society opposition scheme, 


Lange Roy, alternative scheme, 
Wieigiintee  aataaaatan lustry, 
15/32-33, 17 
Marley, trading Sits 10/16 
Martin, Allan, architect, Building in 
Practice, 20/38 
Marylebone station, closure, 12/9, 20/13 
Mastic asphalt advisory service, 15/60 
Measured rates see Cost File 
Mergers: 
Construction Surveyors Institute with 
CIOB, 17/9 
Fairclough and William Press, 20/15 
Grand Met and Rosser & Russell, 2/17 
Hanson Trust and LBC, 2/5,9, 3/9, 
4/16, 9/5, 10, 18/17 
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Building, January to June 1984 


Date Date 


g 


6Jan 
13Jan 
20Jan 
27Jan 
3Feb 
10Feb 
17Feb 
24 Feb 
2 Mar 
9 Mar 
16 Mar 
23 Mar 
30 Mar 


6 Apr 


COIR PwNHes 


* Denotes letter to the Editor 


Merritt Point, Newham, London, 21/11 
Metals: 

Non-ferrous, Ir Building series, 

20/91-98 

Properties and prices, 20/92-3 
Metropolitan Counties: 

Abolition, 3/7*, 12, 5/5, 9 

— Bill passed for 1985 elections, 


sin & Lybrand abolition report, 
8/10 
Paving bill for abolition, 10/10 

Milburngate shopping development, 
Durham, 4/11 

Millwood, Michael, BEC president 
interviewed, 25/13 

Milton Keynes: 
British Telecom HQ, 3/9, 19/9 
Central Business Exchange, 18/9 
Development Corporation sues Foster 
Associates, 10/9 
Post Modernist public housing, 9/32-35 

Miners’ strike, effects on construction 
industry, 16/17 

Mini superstores, 2/16 

Mitcheldean, Gloucestershire, doctors’ 
surgery, 25/39-46 

Montagu, Lord, of Beaulieu, interviewed, 
14/26-28 

Morrison, Peter, interviewed on Youth 
Training Scheme, 1/34-35 

Motorways see Roads 

Mowlem, management contracting, 18/13 

Museums and Art Galleries: 
Bath Stone Quarry, Corsham, 5/40 
Burrell Collection, Glasgow, 3/10, 4/10, 
Imperial War Museum refurbishment 
scheme, 3/13 
National building museum, 24/9 
Stone Centre, 1/40 


N 


Napper Collerton, architects, 3/28-29 

National Association of Local Government 
Officers: 
Haringey council dispute, private v 
inhouse design, 16/5, 9 

National building museum, 24/9 

National Engineering Laboratory, East 
Kilbride: wave operated power station, 
6/50 

National Farmers Mutual & Avon 
Insurance Group, 
Stratford-upon-Avon, 24/11 

National Federation of Building Trades 
Employers see also Building Employers 
Confederation: 
Appointment of new director-general, 
7/14 
Community Programme complaints, 
2/13 
Cowboy contractors and the home 
improvement market, 9/11 
History of the organisation, 9/27 
State of trade enquiry, December 1983, 
4/15 

National Gallery extension, 
Planning permission refused, 7/13 
Public enquiry, 16/9, 17/10 

National Health Service: employment of 
architects, 7/15 

National House-Building Council: 
Building firms expelled, 9/13 
Buys back defective house, 22/13 
Cavity fill warning, 5/9 
Defective house bought back, 20/9 
Insurance scheme for conversion work, 
4/17 


Levy for New Homes Marketing Board, 


3/9 
National Joint Consultative Committee, 
non-standard form of contract, 5/10 
National Radiological Protection Board: 
Dangers of thoron, 24/14 
Research into radon gas, 9/12 
National Westminster Bank, New York, 





3/31-35 

NBA Building Cost Consultancy 
Partnership: Public/private housing 
survey, 6/28-29 

NEDO Indices see Price adjustment 
indices 

New Brighton, the Wirral: 
Car park, 22/15 
Theme park plans, 12/9 

Newby, Jack, BEC’s new 
director-general, 7/14, 20/13 

New Concordia Wharf, London docklands 
refurbished housing, 26/38-39 

New Homes Marketing Board, 3/5, 9 

New orders see Statistics 

New towns: five corporations wound up, 
7/5 

Nigeria: Effects of the coup, 1/9, 2/9 

Noise, EEC directive on levels, 25/10 

Northern Ireland, terrorist-fronted fraud, 
18/14 

Nottingham: 
Balloon Wood flats demolition, 14/9 
Bison Wall Frame flats, 17/9 
City court house, funds withdrawn, 
18/11 
Mixed housing, The Meadows, 22/14 

Nursing home, contract awarded, 
Kingswood, Surrey, 12/16 


O 
Obituaries: 
— oo Bellway group president, 


Said Sir John, Poet Laureate, 
21/19 


Burns, Sir Wilfred, DOE chief planner, 
2/14 
Coover, JB, architect, 3/19 
Cubitt, James, architect, 2/14 
Gibberd, Sir Frederick, architect, 2/14 
Pilkington, Lord, of Pilkington Bros, 
1/16 
Smith, Geoffrey, quantity surveyor, 
3/19 
Stradling, Henry, Federation of Master 
Builders president, 19/21 
Tracey, Christopher, former director 
The Builder Ltd, 5/19 
Verey, David, architectural historian, 
21/19 

Office of Fair Trading: self-regulation for 
home improvement, 7/13 

Offices: 
Adjacent to Windsor Riverside station, 
23/9 


Alderman’s House, City, 24/32-33 
Aztec West business park, Bristol, 26/9 
Babcock Power, Renfrew, 20/15 
Broxbourne Borough Council, 
Cheshunt, 10/12 

Centurion House, Monument St, 
London, 18/46-48 

Covent Garden, Long Acre, 24/32-33 
Cowcross Street, London, 23/12 
Elemeta HQ, Southall, London, 19/9 
Finsbury Avenue development, 
London, 18/46-48 

Floral Place, Covent Garden, London, 
18/13 

Future of offices, conference, Barbican, 
8/21 

Green Park House, Croydon, 12/38 
Hackney Council Housing Department, 
London, 15/14 

Leadenhall Building Scheme, London, 
23/12 


Lloyds Chambers, City of London, 

4/35-42 

Milton Keynes, British Telecom plans 

abandoned, 19/9 

Milton Keynes, Central Business 

Exchange, 18/9 

Peterborough Data Processing Service 
/12 


Porsche HQ, Reading, 21/11 
Rank Hovis McDougall HQ, Windsor, 
9/10 
Soho Square, London, 19/14 
Sovereign House, Victoria, London, 
20/17 
Swiss Cottage, offices, 26/12 
Tothill Street, London, 12/37 
Official Referees, 8/13, 11/14 
Oldham, Salmon Fields industrial 
development park, 19/12 
Online construction information, 10/49-50 
Overseas, UK research & development 
work in the Third World, 15/54-55 


P 


Paint: 
Report finds painting maintenance 
cycles neglected, 5/40 
Urethane, high performance paint, 8/51 
Palumbo, Peter see also 





Mansion House Sq: 
Steps down as Tate Gallery chairman, 
21/13 

Parliament: 
Abolition Bill (1985 metropolitan 
authority elections), 14/13 
The Budget and the construction 
industry, 4/13 
Commons select committee on the 
Environment report on housing land, 
24/9, 25/13 
Green belt select committee on the 
Environment, 14/12 
Housing and Building Control Act 1984, 
assessment, 19/63- 
Housing and Building Control Bill, 1/11, 
6/12, 12/15, 13/13, 14/13, 15/15, 16/15, 
22/5, 26/14 
Housing and Building Control Bill, 
progress through Parliament reviewed, 
22/27-29 
Housing Defects Bill, 18/13, 26/12, 14 
Insolvency law White Paper, 10/11 
Metropolitan counties paving bill for 
abolition, 10/10 
Public expenditure plans 1984-85, 
White Paper, 8/5, 16-17 
Revised circulars, housing land & greer 
belt, 10/22 
Thermal insulation requirements, 18/1£ 
VAT, lobby against its extension to 
building alterations, 21/20-21 

Peterborough, exhibition and conference 
centre plans, 25/10 

a Data Processing Service 


Q, 9 

Pilkington: iar of Pilkington Brothers, 
obituary, 1/16 

Pilkington: 
Trading results, 25/16 
Workers pay claim, 19/9 

Pipes: 
‘Clay vupve report, 15/60 
Underground protection from 
corrosion, 5/39 

Planning: 
DOE code of practice on standardised 
records, 4/11 
European planning charter, 9/13 
General development orders, 7/15 
Green Belt statement by Environment 
Secretary, 1/11 
M25 stimulates development, 13/10 
Simplified planning zones, 9/9, 19/9 
Statistics of applications, 2/14 
Structure and local plans, 19/28-29 

Planning (Nigel Moor): 
Central Berkshire planning 
controversy, 4/22 
DOE circular, planning application 
delays, 6/24 
Government's planning achievements 
assessed, 1979-1984, 15/30-31 
Guidance note, non-retail uses in 
shopping areas, 17/22 
Housing land and green belt, revised 
circulars, 10/22 
Housing land supply, 25/24 
Land authority for Wales, 19/24 
ps Council, 1986 land use survey, 


Metropolitan counties abolition, 
planning implications, 23/24 
Residential building on green belt land, 
2/22 


Secretary of State for the Environment, 
place in the planning system, 23/30-31 
Simplified planning zones, DOE 
consultative paper, 21/22 
Swansea’s positive planning policies, 
8/22 

Plant: Site equipment demonstration, 
Hatfield, 19/30-31 

Plant hire, see Cost File 

Plant hire industry, 2/15, 5/15 

Plastering: 
Mechanised Plastering, report, 13/46 
Spray projection plastering (Geo 
Jackson & Sons), 9/13 

Play areas, 24/76 

= polytechnic, wall collapse, 1/10, 

/ 


Pollution: 

Royal Commission on Environmental 

Pollution, proposals, 8/9, 9/5, 12 
Poole, Dorset, storm damage, 1/10 
Portsmouth: 

a blocks saved from demolition, 


Poe stamps, CIOB/Year of Building, 

13/11 

Poster hoardings on construction sites, 
16/15 

Powell Duffryn, trading results, 6/16 

Power stations see Energy 


Power tools: product update, 9/55-63 
Prefabs see System building 





Price adjustment indices, 4/17, 8/17, 
12/18, 17/16, 21/17, 26/17 

Prices, current see Cost File 

Prince Charles, attack on modern 
architecture, RIBA anniversary dinner, 
23/5, 10, 28-29 

Procurement see Building procurement 

Product Update features: 
Architectural ironmongery, 1/49 
Chimneys and flues, 22/63-73 

. Measuring instruments, 14/55-63 

Power tools, 9/55-63 
Rooflights, 5/47-52 
Water and damp | phen 18/67 

Property Services Agency: 
Chief executive resigns, 11/11 
Chief executive appointed, 17/10 
Chief executive evidence to Commons 
Public Accounts Committee, 22/14 
Comptroller and Auditor General’s 
Report, need for reform, 16/13 
— Express corruption allegations, 
3/10 
Director-general of design services 
appointed, 20/5, 10, 21/10 
Financial estimates criticised, 20/11 
Fraud inquiry, 9/10, 10/10 
Payment delays investigated, 26/9 
“Significant delays” in spending plans, 
26/11 
System of determining fees, 5/11 
or fixed price contracts, 7/9, 

15 

Prudential Estate Department, 12/35-38 

Public Housing feature: 
Bessemer Park, Sedgefield, Durham, 
2/33-34 
Cantril Farm Estate, Liverpool, 2/28-30 
Demolition the other answer, 2/33-34 
Leading article, 2/5 
Repairing the damage, 2/28-30 


Q 


Quality control, to blame for building 
defects, 19/14 

Quantity surveying: see also Royal 
Institution of Chartered Surveyors 
Bills of quantities, pros and cons, 16/36 
Expansion in commercial field, report, 
14/11 
Future role of the profession, 13/24-26 


R 


Radon gas: 
Additional radiation risk from thoron, 
24/10 


Proposed safety levels, 8/9, 9/5, 12, 
17/10 


Test house, Cornwall, 9/12, 10/9 
Radon test house, Cornwall, 9/12, 10/9 
R&D Round-Up, 4/48, 8/44, 13/44, 

17/59, 21/55, 26/44 
Railways see Transport 
Rank Hovis McDougall, head offices, 

Windsor, 9/10 
Rates, new schedule, 14/13 
Rawcliffe, Carl Associates, design used 

unlawfully, 22/14 
Reading, Porsche HQ, 21/11 
Redhill, town centre development, 2/15 
Redland, new roof tile factory opened, 

25/17 
Refurbishment: 

Size of market, 10/5 
Refurbishment Supplement, with 9 March 

issue 
Regional development grant 17/25 
Rendell, Palmer & Tritton: Thames flood 

barrier engineers, 19/11 
Reports: 

Abolition of the metropolitan county 

councils (Cooper & Lybrand), 8/10 

BRE’s low energy office, 14/10 

Building skills for tomorrow’s jobs 

(EDC), 6/5, 10 

The case of direct labour (UCATT), 

10/12 

The central London studio market 

Comptroller and Auditor General, 

reform of the PSA, 16/13 

Construction equipment and services 

(Overseas Trade Board), 18/9 

Cowboy contractors and the home 

improvement market (NFBTE) 

Dampness in housing, 9/9 

Direct labour (NFBTE), 4/10 

Energy conservation UK ineffective 

(EEC), 22/11 

- _ house condition survey, 1981, 

y/ 


Fabric of the nation (CBlinfrastructure 
report), 26/9 

Glass-reinforced cement (BRE), 18/13 
High alumina cement concrete (BRE), 
7/14, 17/59 

Home improvement grants, survey, 1/10 
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Home improvements (Office of Fair 
Trading), 12/23 
Housing estate safety hazards 
(Shelter), 9/12 
Housing and land 1984-1991: 
1922-2000, 11/13 
The incidence and origin of radon and its 
decay products in buildings, 24/10 
Investment in plant hire 1984 (Greene & 
Co), 5/15 
The Marshall Report (London Building 
Control System), 7/35 
Mechanised plastering, 13/46 
Organisation of business interests in the 
UK construction industry, 8/11 
Post-tensioned flat slab design 
handbook, 17/59 
Priority Estates Project (DOE), 7/41 
QS practice and client demand, 14/11 
The redevelopment process (AMA & 
HBF), 13/10 
Repair of system-built housing (AMA), 
10/9, 11/12, 12/5 
Royal Commission on Environmental 
Pollution, 8/9, 9/5, 12 
Survey of derelict land 1982 (DOE), 
10/12 
Tests on concrete and clay pipes (Conrete 
Pipe Association), 3/41 
Unvented hot water systems (BSRIA), 
19/69 
VAT and historic buildings (SAVE), 
14/11 
VAT on indusinial and commercial 
buildings (BEC/economists advisory 
group), 17/16 
White Paper, Public expenditure plans 
1984-85, 8/5, 16/17 
Research and Development: 
Timber-frame guide updated, 4/48 
UK work in the Third World, 15/54-55 
Resin injection: 
Remedial treatment to Bison Blocks, 
2/51 
SBD, 15/60 
Riyadh, Saudi Arabia, King Khalid airport, 
19/26-27 


RMC: 
Plans to import continental cement, 
13/9 
Trading results, 17/15 

Roads: 
CBl infrastructure report recommends 
spending on roads, 26/9 
Local authority road maintenance 
spending frozen, 20/10 
M25 stimulates development, 13/10 
Western Relief Road planning battle, 
Edinburgh, 2214 

Rogers, Richard, elected to RIBA 
Council, 23/12 

Ronan Point: 
Faulty cladding panels, 15/13, 17/13, 
21/11 


Legal action, 23/9 

Roof gardens, 4/26-27 

Roofing Supplement with 22 June issue 

Rooflights, Product Update feature, 
5/47-52 

Roofs: 
Binishell dome, Malvern College sports 
hall, 23/13 
Bitumen Roof Coatings Manufacturers 
Association, 14/44 
BRE’s Defect Action Sheets, 4/11 
Corrugated fibre concrete sheets, 
21/55 
Decra overtiling system, 16/49 
Dry roof construction, 26/60 
Flat roofs, Defect Action Sheet, 8/44 
Industrial roofing scheme, 14/44 
International symposium, 1/37 
Inverted roof systems, 9/38 
Long-span, BRE digest, 17/59 
Material for flat roofs, 5/39 
Mechanical fasteners, 5/39 
Polymeric membranes, 15/59 
Renovation of slate and tile roofs, 1/37 
Roof gardens, 4/26-27 
Safety checks, 16/15 
Self-ballasted flat roof insulation, 4/50 
Spanish slate imports, 20/11 

Rowe, Jeremy, resigns from London 
Brick, 14/15 

Royal Incorporation of Architects in 
Scotland: 
Annual convention, 22/22 
Income, 22/15 
Professional insurance indemnity 
scheme, 17/9 

Royal Institute of British Architects: 
Advertising to start in March, 5/13 
Advice on specification of asbestos 
materials, 5/11 
Brick merger investigation, 2/9 
Computer conference and exhibition, 
17/54 





Design and building of the RIBA HQ, 
22/23 


Energy Group report, 16/15 

Festival of Architecture (150th 
anniversary), 5/7*, 14/12, 15/15 
Festival of Architecture, main events, 
17/31 

Gold Medal award to Charles Correa, 
21/31 


Line onasbestos, 7/15 

Losing members to ARCUK, 23/9 

Move to merge RIBA companies, 23/12 

Open house, 22/9 

Prince Charles, attack on modern 

architecture at RIBA anniversary 

dinner, 23/5, 10, 28-29 

Student numbers stabilised, 12/11 
Royal Institution of Chartered Surveyors 

see also Quantity surveying: 

F procurement system criticised, 

23/11 

Consultant Quantity Surveyors 

Association, 13/10 

Future role of the chartered quantity 

surveyor, 1/7* 

Quantity Surveyors Division 13th 

triennial conference, 15/22-23, 16/22 

Quantity surveyors general meeting, 

7/22 

Rehabilitation specification guidelines, 

23/13 


Standard method of measurement for 
industrial engineering approved, 23/12 
Royal Town Planning Institute: 
Development control conference, 16/15 
Ruberoid Contracts, 10/52 
Rural Development Areas, 23/13 


S 


Salford: Refurbishment of inner-city 
housing, 2/12 

Salmon Fields industrial development 
park, Oldham, 19/12 

San Juan Capistrano public library, 
California, 3/11 

SAVE Britain’s Heritage: 
Barlaston Halli conservation scheme, 
Staffordshire, 26/10 
The fate of a thousand churches, vol1, 

2/15 


Scaffolding: 
Fulham power station chimneys, 5/15 
Scaffolding guide, 15/59 
Schools: 
Bradford schools programme, 14/36-37 
Hartington, Buxton, 5/13 
Science Parks: Technopark, South Bank, 
London, 12/11 
Scotbuild 84, exhibition, 13/46, 51-57, 
17/60 
Scotland: 
Building regulations threatened with 
abolition, 26/11 
Damp housing, 24/12 
Faslane, planned expansion for Trident 
submarines, 22/15 
Glasgow, Monklands, private factory 
development, 19/14 
Glasgow, Scottish exhibition centre, 
12/30-32 
Inverness, Eastgate shopping centre, 
13/35-42 
Review of Wimpey’s work, 16/35 
Scotbuild 84, exhibition, 13/46, 51-57, 
7/60 
Scottish Development Agency, 13/33 
Silicon Glen, electronics industry, 
17/30-32 
Security system (Bellway), 6/49, 8/51 
Seifert, Richard & Partners: Ludgate Hill 
office scheme bid, 17/13 
Self-employment condemned at 
UCATT Conference, 24/12 
Self-employment, pros and cons, 
95/31 -3° 


Seven Bridge: repairs, 6/9, 8/12, 
15/11 


Seven Bridge: schemes for a second 
crossing, 8/12, 21/13 

Sheffield: 
Revitalisation scheme, Hillborough, 
15/15 


YDG flats, Broomhall, structurally 
unsound, 7/14 

Shops and shopping centres: 
Bexleyheath, 4/13 
Bookshop design, 18/41-43 
British Home Stores, store redesign 
programme, 20/13 
Clayton Square, Liverpool, 18/14 
Ealing Broadway, London, 8/11 
Eastgate, Inverness, 13/35-42 
Exeter, 16/18 
Gateshead, Metrocentre, 15/16 
Guildford, 5/17 
Mayfair, shopping arcade scheme, 





23/11 
Milburngate, Durham, 4/11 
Moss Bros store, Covent Garden, 
London 22/11 
Ninth European shopping centre 
conference, 20/20 
Non-retail uses, guidance note, 17/22 
Refurbishing trend, 20/13 
Short, Peter, election as CIOB president, 
21/13 
Signposting, 24/74-76 
Silicon Glen, Scotland's electronics 
industry, 13/30-32 
Simplified planning zones see Planning 
Simpson, Harry, appointment as director, 
Electrical Contractors’ Association, 
20/13 
Site safe campaign: see also Accidents on 
construction sites 
Building PPA award for site safety 
features, 20/21 
Hard hats, 15/9 
Site safe 83 extended into 84, 13/9 
Site safety enforcement in USA, 3/35 
a Open Tech Programme, 


Slum clearance, AMA & HBF report, 
13/10 


Snow, problems for designers, 6/49 

Society for Cooperative dwellings, 
building in practice, 24/35-36 

Solar energy see Energy 

Southwark BC ban on Greenhamairbase 
contractors, 2/13 


Spanish slate imports, 20/11 


Special Investment Areas see Rural 
Development Areas 
Specification: 
BSl end BSA product quality 
guarantees, 22/38-39 
More architects specifying, 21/10 
Sports and leisure centres: 
Bitterne Leisure Centre, Southampton 
(SASH), 10/29 
Link Leisure Centre, Swindon, 17/13 
Maysfield, Belfast, 3/9 
National Sports centre plans for Isle of 
Dogs, 26/14 


Stamps see Postage stamps 


Standard method of measurement: 
Method for industrial engineering 
approved, 23/12 


Statistics: see also Forecasts 


Architects workload survey, 11/16 
Bricks and cement, 2/17, 6/17, 18/19, 
19/16 

Builders merchants’ sales, 4/15, 16/17, 
21/15, 24/14 

Building societies, 20/15 
Employment, 25/17 

FCEC workload survey, 20/17 
Government inner city renewal 
initiatives, 9/20 

House prices, 12/18 

Housing starts, 1/14 

Industrial orders, 23/15 

New orders, 1/14, 5/15, 8/9, 13/16, 
17/14, 23/15 

Output, 11/9, 12/18, 25/17, 26/17 
Private house-building in 1983, 8/9 
Private housing starts, 2/17, 6/17, 
10/17, 14/15, 17/14, 19/16, 23/15, 24/15 
Public housing starts, 2/17, 10/17 
RIBA workload, 24/15 

RICS workload, 19/16, 20/17 
Tender prices, 17/14 
Unemployment, 22/15 


Steel: 


British Constructional Steelwork 
Association, new publications, 22/44 
Fast-track multi-story steel frame 
construction, 18/46-48 


Stone: 


Building Limestones of the British Isles, 
8/44 


Cladding inquiry, Croxteth Park, 
Liverpool, 24/12 

Stone Centre, Wirksworth, 1/40 
Stone cladding, new code of practice, 


Reconstructed stone masonry units, 
(British Standard), 20/53 
Water repellents for masonry surfaces, 
(British Standard), 20/53 
Storm damage, 1/10, 3/11, 4/10 
Stratford-upon-Avon, National Farmers 
Mutual Insurance Group, 24/11 
Street furniture, 24/72-74 
Structural failures: see alsoSystem 
building 
Artificial stone cladding, 12/14 
Barratt’s Turnberry Estate (wall ties), 
12/14 
Bison blocks, Portsmouth, 2/51 
Bison wall frame flats, 12/13, 13/11 
Cambridge History Faculty, 4/12 
Car parks to be demolished, 13/12, 





15/6* 

Great Ormond Street Hospital, 

London, 6/10, 24/9 

Merritt Point, Newham, London, 21/11 

Miburngate shopping centre, 4/11 
otti , Balloon Wood flats 

demolition, 14/9 

Plymouth Polytechnic, wall collapse, 

1/10, 6/9 

Post-war system building, 2/24-34, 

5/36-7 


Ronan Point, Newham, London, 15/13, 
21/11 
Taylor Woodrow Anglian blocks, 
Aintree Estate, Hammersmith, 21/11 
Trowbridge Estate, Hackney, 9/12, 
25/11 
West Kensington Estate, defects 
settlement, 16-11 
Yorkshire Development Group flats, 
Broomhall, Sheffield, 7/14, 21/11 
Subcontractors: 
Subcontract conditions, 8/31 
Subcontractor organisations, 
competition for members, 22/11, 23/13 
Training courses, 14/13 
Sub-soil surveys, 20/24 
Superstore, Neasden, London, 8/13 
Swansea: 
Maritime village plans, 20/12 
Taliesin arts centre, Swansea 
University, 23/11 
Sweden: Timber-frame housing and 
humidity, 6/50 
Swimming pools see also Sports and leisure 
centres: 
Ipswich, 21/9 
ingston-on-Thames, 21/13 
Swinton, Manchester, 17/13 
Swindon, Wessex Regional Health 
Authority laundry, 13/17 
System building: 
AMA report, 10/9, 11/12, 12/5 
Bath’s post-war housing, 12/43 
Bison flats, 12/13, 13/11, 15/9, 17/9 
Compensation for prefab concrete 
home owners, 15/13 
Leeds’ stock, cost of repair, 26/12 
Prefab reinforced concrete houses, 
reports, 26/12 


T 


Taiwan, cheap imports into UK, 14/10, 
16/19 


Taps, Deltaflow’s logo copied by 
Taiwanese imports, 14/10 
Tarmac: 
Olympic games sponsorship, 18/18 
Trading results, 18/17, 19/17 
Tarmac Brookglade Properties, Heron 
Quays London docklands scheme 7/13 
Tarvin, Cheshire, planning hoax, 23/13 
Taxation see Value Added Tax 
Taylor Woodrow, trading results, 16/18 
Taylor Woodrow Anglian blocks: 
Aintree estate, Hammersmith, 21/11 
Ronan Point, legal action, 23/9 
TechAlert reports, 1/37, 5/39, 9/38, 
14/43, 18/50, 22/41 
Television studios: 
Granada, Manchester, 6/35-42 
Limehouse, London, 15/39-46 
Telford, Lightmoor community 
settlement, 17/13 
Tender prices, 12/16 
Terrapin Group, 14/44 
Thames flood barrier, official opening, 
19/11 
Thatcher, Margaret, PM, visit to London 
docklands, 16/14 
Theatres: 
Castle Terrace theatre scheme, 
Edinburgh, 10/11 
New Victoria, N Staffs, 1/12 
Thermalite buy out from John Laing, 10/17 
Thoron, source of radiation, 24/10 
Timber: 
Guide to choosing timber, 16/50 
History of timber technology, 16/68-70 
In Building, 16/67-76 
Painting external timber, 16/44 
Strength values, 16/70-71 
Timba-tech wood stain (Alternative 
Wood Finishes Ltd), 19/69 
Treatment of timber, 20/50 
Trussed rafters, 16/76 
Virtues and vices as a material, 
16/72-73 
Wood windows, 16/74-75 
Timber-frame construction: 
Condensation problems, 11/47-48 
Construction faults, 14/40-41 
Defended, 20/49, 23/13 
HBF’s on site checklist, 8/13 
Share of market dropping, 22/9 
Soleplates and differential movement, 
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Building, January to June 1984 
Issue Date Issue Date 
no no 
6Jan 14 
13 Jan 15 
20 Jan 16 
27 Jan 17 
3Feb 18 
10 Feb 19 
17 Feb 20 
4 Feb 21 
2 Mar 22 1June 
9 Mar 23 8Jun 
24 15Jun 
25 22 Jun 
30 Mar 26 29 Jun 


6 Apr 
13 Apr 
20 Apr 
27 Apr 

4 May 
11 May 
18 May 
25 May 


Denotes letter to the Editor 


6/30-31 
Solid fuel heating, 21/61 
Swedish guide updated, 4/48 


Timber-frame housing: 


Australian experience, 1/7 
Countryside Properties es ofthe 
market, 5/16 
Finnish Co Oravais, 9/50 
Humidity in Sweden, 6/50 
Non-traditional housing seminar 
(SLASH), 13/20 
limber-frame share of total housing 
5/16 
‘orilla house, Hatfie le" 
Tower-blocks: 
National Westminster Bank, New York, 
3/31-35 
Portsmouth, Bison blocks restored, 
2/51 


starts, 


‘de-listed”, 20/10 


Town & Country Planning Association: 


L + sary aga settlement, 
Telford, 17/13 

Tracey, Ciiuahes former director The 
Builder Ltd, obituary, 5/19 


Trades unions: 


Pay claims see Wages 
Union labour-only restrictions, 19/13 


Trading results for 1983, review of major 


companies, 21/15 


Training: 


Community-base d Youth Training 
Scheme cutbacks, 7 

Transport see also Roads: 
British Rail London stations 
redevelopment, 12/9 
Docklands railway work commenced, 
25/11 
GLC heavy lorry ban, 10/10 


Transport & General Workers Union: 


Open cast mine redundancies, 18/11 
Pay claim, 2/13, e° 12 
Pay offer (5.1%), accepted, 22/9 
Trident submarine: 
He all contract (McAlpine), Cumbria, 
4/13 


C he to planned expansion of 
Scottish base, 22/15 

lrocadero, Piccadilly Circus development 
consultants sued, 13/12 

Trollope and Colls, design-build, 22/17 

TV-am: Overspend allegations, 8/11 


Tyning Collier tip, Somerset, 26/14 


U 


Underground Railway (London Transport) 
refurbishment, 1/30-33 
Inderpinning, Victorian school, Ipswich, 


Jnilever House refurbishment, 5/31 
Jnion of Construction, Allied Trades and 
Technicians: 
Annual conference, 24/12 
Pay offer rejected, 17/10 
Wage claim, 7/9, 10/12 
Jnitary development plans, 25/13 
Inited States of American: 
Construction industry predictions, 2/15 
Nat West Bank tower block, New York, 
3/31-35 
Public library, San Juan Capistrano, 
California, < 
Site safety enforcement, 3/35 
Iniversities and colleges: 
University College, London, chemistry 
laboratory, 1/9 
Invented hot water systems (BSRIA), 
19/69 
Irban development grants: 
Approvals, 2/14, _ 14/15 
Availability, 17 
Grants, 1984-85 ), 5,8 9 
Wandsworth, enterprise park, 22/15 


renewal: Bellway and Wimpey 
g rehabilitation schemes, 6/12 





Uréa-formaldehyde foam see Insulation 


Vv 


Valtos, architects, Building in Practice, 
20/37 

Value Added Tax: é 
Budget changes confusing, 23/16 
Building alterations, attempts todelay 
implementation, 21/10, 20-21 
Building x alterations, BEC guidelines, 

22/13 

Building alterations, FMB survey, 
20/15 


Conservation lobby call for VAT 
exemptions, 14/11 

Cost to health authorities, 19/14 

EEC proposed extension to new 
commercial development, 9/15, 12/5, 
14/9, 17/16, 21, 20/9 

Effects on housing associations, 17/12 
Government guidelines on what 
constitutes new-build, 20/13 

Health, NHS building alterations 
exempt, 24/9 

Joint Taxation Committee’s budget 
recommendations, 2/15 

Levy on non-domestic building work, 
10/5 

Lifted on listed building alterations, 18/9 
New regulations from 1 April, 5/17 
Opposition to levy on building 
alterations, 12/5, 9, 19/16, 20/5 
VAT rules explained, 13/18 
Zero-rating of construction work 
seminar, 9/20 


WwW 

Wages: 
All-in labour rates see Cost File 
AUEW crane-hire drivers settlement, 
12/9 
Health Service building workers, 12/15 
Pilkington workers pay claim, 19/9 
TGWU and UCATT wage claims, 2/13, 
7/9, 10/12, 17/10, 20/9 
TGWU accept 5.1% rise from FMB, 
22/9 


Unions’ 1984 claim rejected, 13/10 
Unions accept 5% rise on National Joint 
Board, 21/9, 23/11 
Wage trend upwards, 18/19 

Walls: 
Building regulations and free standing 
walls, 8/13 
Cavity wall insulation in new houses, 
— ty of large masonry walls (BRE), 


5/9 


Plymouth Polytechnic collapse, 1/10, 


Rewieias Defect Action Sheet, 8/44 
Thin party walls at Greenwich, 2/13 
Tilt-up system used at Glenrothes, 2/54 
Water penetration in solid insulated 
walls, 6/9, 9/7*, 37, 10/13, 15/14 
Water penetration, new standard, 15/14 

Water penetration in solid insulated walls, 
see Walls 

Watson, Dr Rex: BRE director 
interviewed, 9/24-25 

Wave energy see Energy 

Westminster abbey, chapter house, 
restoration work, 19/60 

Wheeler, Colin, RICS President, QS 
Division, conference comments, 16/22 

Wimbourne, Dorset, Membrain factory, 

Wimpey: 
Chairman interviewed, 13/14-15 
Purchases in USA, 6/16 
Review of work in Scotland, 16/35 
Sale of shares, 9/9 
Urban renewal housing schemes, 6/12 
Wall tie repairs, 18/97 

Wincanton, Somerset, town centre 
development, 9/9 

Winchester: 
Dolphin Inn site development, 25/28-30 
Royal Hotel, 26/42-43 

Windloads, BRE digest, 17/59 

Windmill repaired in Brixton, London, 
10/13 

Windows: 
Atlas Windows expansion, 6/49 
Building regulations requirements for 
weatherproofing, 5/7* 
Optical coatings, 5/39 
Plastic windows seminar, 2/54 
Wooden, 16/74-7: 

Wood see Timber 

Woolworth, first property shop, 18/15 

World in Action, television programme on 
starter homes, 25/9, 26/10 

Wormwood Scrubs redevelopment, 8/13 


Y 


York: Jorvik viking centre, 17/12 





Yorkshire architecture, 26/26-31 

Yorkshire building industry, 26/30-31 

Yorkshire Development Group flats, 
Sheffield, 7/14, 21/11 

Youth Training Scheme: 
AUEW/HVCA dispute resolved, 16/15 
Community Programmes, 2/13 
Cutbacks in community-based scheme, 
7/14 
Employment Under- "eat 
interviewed, 1/34 

Youth Training eclaibe party, 21/10 


Z 


Zinc see Metals 


AUTHORS 


Ackland, Jim: RIBA Publications Ltd 
profits from JCT 1980, 10/7* 

Addiscott, J L: Hongkong Bank 
contractors, 3/7* 

Andrews, J: Timber-frame v traditional 
construction, 13/7* 
Arscott, Mary-Lou: Women’s building 
course trivialised by cartoon, 22/7* 
Ashworth, Allen: Bills of quantities, pros 
and cons, 16/36 

Atkinson, George: 
1984 Building Industry Convention, 
18/22 
Abbeystead water-pumping station, 
methane explosion, 26/13 
BSI and BBA product quality 
guarantees, 22/38-39 
Designing for fire safety (Book review), 
21/24 


Exhibition, photography & 
architecture, 1839-1938, 12/28 
Hard landscape, paved areas, 24/70-72 
Housing and Building Control Act, 
assessed, 19/63-64 
Housing and Building Control Bill, 
progression through Parliament 
reviewed, 22/29 
Online construction information, 
10/49-50 
Post-war housing defects, who pays?, 
5/36-7 
Quality assurance in concrete, 3/64-65 
Research and development round-up, 
4/48, 8/44, 13/44, 17/59, 21/55, 26/44 
Safety of large masonry walls, 2/53 
Timber virtues and vices, 16/72-73 
UK research & development in the 
Third World, 15/54-55 

Atwell, David: 
American picture palaces (Book 
review), 21/24 
Building conservation in Holland, 
21/36-37 
Decorative plaster wore, (Book review), 
22/26 
GLC Historic Buildings Division, 6/7* 
Joinery for repair (Book review), 22/26 
Richard England, architect, 9/30 

Barker, Alison: 
Chancellor’s Wharf site, new scheme 
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26/10 
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questionnaire to select approved 
contractors, 21/9 
Teviot estate, East London, 
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facework leads inner leaf block work, 
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Bookshop design, 18/41-43 
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Women architects, 19/7* 

Bicknell, A V: Decline in building 
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construction industry, 6/7* 

Blackhall, Ian: Subcontract conditions, 
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build/package deal, 19/7* 
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insulated cavity walls, 7/7* 
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Luder on Cementation and the 
Thatchers, 10/7* 

Boys, B WJ: Cwmbran car park defects, 
15/6* 
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Book review, movement controlin 
buildings’ fabric, 8/24 
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3/68-69 
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systems, 21/53 

Brown, Arthur: Outdated construction 
form, 18/6* 

Bullivant, W: Luder on specification 
writing, 7/7* 

Bunton, Leonard: Quantity surveyors and 
the contract system, 13/25 

Bunton, LCH: 
Raw deal for subcontractors, 10/7* 
Source of contractual claims and 
disputes, 20/7* 

Burchell, J: Slough Trading Estate, 8/7* 

Campbell, Iain M: BEC’s new name now 
established, 20/7* 

Campbell, Peter: Inner London building 
control system the best, 18/7* 

Campbell, Stuart: 
RIAS convention, 22/22 
RIAS convention, four young 
architects, 20/36-38 

Cantacuzino, Sherban: Covent Garden 
piazza, Eurostructpress award entry, 
17/40-41 

Chamberlain, J D: Quantity surveyors as 
economic advisers, 4/7* 

Chappell, David: New move for education 
of professionals, 3/25 

Cheetham, David: 
Hardboard shims, 16/7* 
Timber-frame problems in practice, 
6/30-31, 11/47-48, 18/6* 

Childs, P G: Effect of VAT onlocal 
authority spending, 20/7* 

Chivers, Bruce: NFBTE name-change to 
BEC, 9/26 

Clamp, Hugh: Designing inner city open 
spaces, 24/68-70 

Clark, A: Trussed rafters, 23/7* 

Cochlin, David: Building Indicators, 6/18, 
10/18-19, 15/18-19, 19/18-19, 23/18-19 

Coke, AJ: Resin exudation in windows, 
7/7* 

Cowen, C E: BPF procurement system, 
20/7* 


Crawford, David: Times architectural 
correspondent appointment, 15/7* 

Crowther, Harold: JCT form with 
Contractors’ Design, 21/7* 

Cunningham, J J: London’s building control 
system, 20/6* 

Cust, R A: Water penetration in solid 
insulated cavity walls, 7/7* 

Davies, A G: Construction delays, 21/7* 

Davies, Anthony: Building Indonesia: a 
market survey, (Book review), 22/26 

Davies, Colin: 
Bitterne leisure centre, Southampton 
(SASH design), 10/29 
BPF building system in action at two 
London sites, 30/31-33 
Ron Denny, deputy director-general 
BPF interviewed, 24/28-29 
Scottish Exhibition Centre, Glasgow, 
12/30-32 
Waverley market, Edinburgh, 9/28-29 

— DY: Cost guaranteed contracts, 

Davies, Patrick: Bradford schools 
programme, 14/36-37 

Davies, Stephen: Defence of 
timber-frame building, 17/7* 

Denny, R M: BPF proposals for building 
procurement, 5/7* 

Dibbs, R Q: No alternative to the billof 
quantities, 13/7* 

Dober, Richard P: San Juan Capistrano 
public library, California, 3/11 

Dorchester, Sylvia: Badly written bills of 
quantities, 14/6* 

Dowson, Christopher: Impregnation of 
timber elements, 15/6* 

Durkacz, Victor E: 
Budget VAT changes, 23/16 
New VAT rules explained, 13/18 

Eagleson, S H: London’s district 
surveyors, 14/6* 

Eastwick-Field, John: Wood windows, 
16/74-75 

Edwards, — Concrete block 
paving, 3: 

Edwards, rt Selby coalfield cladding 
panels, 1/7* 

Fishlock, William: 
Asbestos claddings sales rise, 23/9 
British freeports, 6/15 
EEC proposed VAT levy onnew 
commercial/industrial building, 14/9 
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FCEC withdraws from FCEC-CBI 
infrastructure report, 26/9 
Hanson Trust’s takeover of London 
Brick, 18/17 
Isle of Man freeport site development, 
21/11 
Merger of Grand Met and Rosser & 
Russell, 2/17 
Miners’ strike, effects on construction 
industry, 16/7 
Nigerian coup, 1/9 
Thermalite buy out from John Laing, 
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Flanagan, Roger and Gray, Colin: Nat 
West Bank, New York. 3/31-33 

Foster, Robert D: Building exhibition 
boxing gala, 1/7* 

Freeman, Jennifer M: Mansion House 
redevelopment scheme, 16/7* 

Fry, Neill: Sectional stainless steel 
chimneys, 23/52 

Garside, John: Clerk of Works’ powers 
under BPF form of contract, 17/7*, 
25/7* 

Gersten, Florence: Save our City 
campaign for Clayton Sq, Liverpool, 
22/7* 

Giles, Bob: Alvar Aalto—a critical study 
(Book review), 18/29 

Goodman, Fergus: DHSS architects 
hospital building, 12/6* 

Gordon, Malcolme: Trussed rafters, 
16/76 

Goring, John: Subcontract conditions, 
8/31 


Grafton, P W: Liability andinsurance 
protection, 6/7* 

Graham, Mark: 
Tempered hardboard, 8/7* 
Tempered hardboard shims, 12/7* 

Graham, Peter: Bills of quantities, 8/6* 

Graves, Francis C: 
Luder and training for project 
management, 25/7* 
Quantity surveying/cost estimating, 
(Book review) 12/29 

Green, David: Newcastle energy 
efficiency programme, 19/7* 

Hail, A D: Timber-frame construction 
problems, 18/6* 

Hall, Tony: 
Shrinkage of tempered hardboard, 9/7* 
Timber-frame problems in practice, 
6/30-31, 11/47-48 

Hammond, F A: Project manager — 
misuse of the term, 4/7* 

Hancock, M R: Architects and 
specification writing, 8/6* 

Hanson, RI: Filling cavity walls, facework 
leads inner leaf blockwork, 26/7" 

Happold, Ted: Developing timber 
technology, 16/68-70 

Harper, Denis: 
bey logo and the BACH Federation, 
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Higher education in architecture and 
building, 3/7* 

Harris, Peter: Timber-frame construction 
faults, 14/40-41 

Harrison, D E: 
Building denigration of local authority 
building control system, 16/7* 
Building control officers, 2/7*, 17/7* 

Harvey, Roger T: JCT Form with 
Contractor’s Design, interim payment 
by contractor, 24/7* 

Hawes, Frank: Concrete design for good 
weathering, 3/40 

Hawes, John: Successful methods in cost 
engineering (Book review), 26/22 

Hawkins, Christopher MP: Lobbying 
against VAT extension to building 
alterations, 21/20-21 

Hemmings, ER: BUPA hospital, 
Harpenden, 10/35-42 

Hill, Diane: 
Exhibition, Architecture and industrial 
technology, 3/22 
IBM travelling computer exhibition 
pavillion, 26/11 

Hogben, Chris: 
Book review, pee maintenance 
price book 83-84, 3 

Howard, Rob: 
New technology work stations, 15/6* 
Portable computers, 4/49 

Humphries, Richard: Geoff Bell, Mansell’s 
assistant md’s marathon run, 22/7* 

Hutchinson, AJ: Safety regulations and 
painting windmills, 14/7* 

Illingworth, John: Multi-storey 
construction in concrete, 3/66-67 

Janner, Greville: 
Equal pay, new rules, 26/33 
New employment codes on racial/sexual 
equality, 14/25 

Jeffree, J Peter: Maidstone nucleus 





hospital criticisms, 12/6* 
Johnson, K A: Condensation risk 
calculation, 2/7* 
Jones, Tony: Acoustic engineering, 4/47 
Jordan, Peter: Bills of quantities, 15/7* 
Kirk, Tony: 
Design and installation of solar heating, 
22/26 
DOE approved documents for 1985 
simplified building regulations, 17/39 
Dry roof construction 25/60 
Energy Management (Book review), 
22/26 
Estimating costs computer package, 
8/45 


Oravais timber-frame houses, 9/41 
Play areas, 24/76 

Koorm, Ronald: Resin exudation of 
timber, 9/7* 

Knevitt, Charles: TV poll onmodern 
buildings, 3/7* 

Kreamer, Peter: 
Project management, architects not 
suitable, 24/7* 
Water penetration in solid insulated 
walls, 9/7* 

Langford, D A et al: Brunel University, 
Construction Study Unit, 8/7* 

Lansley, Peter: US/UK comparison of the 
client’s role, 8/32-33 

Latham, Michael: 
Latham MP, 2/21, 4/21, 6/23, 8/23, 
10/23, 12/23, 15/25, 17/21, 19/23, 
23/23, 25/23 
Lobbying against VAT extension to 
building alterations, 21/20 

Law, Peter: 
Abolition of metropolitan counties, 5/9 
Falkland islands, airport and workers’ 
conditions, 8/10 
Harringay council/NALGO dispute 
(private v inhouse design), 16/9 

Lea, C W: Building regulations and escape 
route times, 20/7* 

Leslie, Ian M: London’s best and worst 
architecture, 15/6* 

Ley, Anthony J: Building control and public 
sector housing, 8/6* 

Lewis, D A: Smoke density after timber 
treatment, 16/7* 

Lillie, F B: Platform floors insurance, 
12/7* 


Lillywhite, J D: 
Building regulation requirements for 
windows, 5/7* 
Timber-frame construction problems, 
13/7*, 15/6* 

Linden, J P: New technology work 
stations, 12/7* 

Lloyd, Humphrey: 
Association of Consultative Architects, 
contract form in conjunction with BPF, 


24/30 
Law, 2/22, 6/24, 10/24, 15/24, 19/24, 
23/24 

Lock, K A: London’s building control 
system, 20/6* 

Luder, Owen: Luder, 1/19, 3/21, 5/21, 
7/23, 9/21, 11/21, 14/21, 16/23, 18/23, 
20/22, 22/23, 24/21 

Lund, Gordon: Coronation Street, 
brickwork skin, 15/7* 

Lyall, Sutherland: 

Book review, Movement control in 
buildings’ fabric, 8/24 

Camelot Court singles homes, Crawley, 
14/35 

Degree courses hit by cuts, 5/12 
Interview with Peter Liley, director of 
design to Crown Suppliers, 23/32 
John Harris lecture, architectural 
drawings, 12/29 

Mansion House Sq, Roy Worskett’s 
infill scheme, 24/25 

Milton Keynes, hard landscape, 
24/72-74 

New Concordia Wharf, London 
docklands, 26/38-41 

Painting external timber, 16/44 

Post Modernist public housing, Milton 
Keynes, 9/32-35 

RIBA Hi-tech lecture (Frank Newby), 
16/22 

UK private hospital building, 10/31 

Lyle, David: Project management, 
empirical principles, (architect comes 
off worst), 24/7* 

Lyndel, P G D: Consultant Quantity 
Surveyors’ Association, 20/7* 

McKean, Charles: RIAS convention, a 
success, 23/7* 

McLean, Geoffrey: Nude silhouette to 
advertise management contracting 
course, 22/7* 

MacMillan, Andrew: The urban school 
(Book review), 21/24 

Macvicar, Steve: 





Historic Buildings Division of GLC, 5/29 
Housing and Building Control Bill, 
progression through Parliament 
reviewed, 22/27-28 
Influence of the NFBTE, 9/27 
Marketing the construction industry, 
Building Centre meeting, 17/20 
Shadow environment spokesman 
interviewed, 2/11 
UCATT annua! conference, 
self-employment condemned, 24/12 
Malhotra, Bill: BS 476, Fire Tests, 15/51 
Mann, Ewart: 
Bessemer Park estate, Sedgefield, 
Durham, 2/33-34 
Edinburgh — council’s building 
2 eens /12 
omg shopping centre repairs, 
Durham, 4/11 
NEC Seiecttiland factory, 
Livingston, 1/38-39 
a Polytechnic wall collapse, 


Review of Wimpey’s work in Scotland, 
16/35 


Silicon Glen, Scotland’s electronics 
industry, 13/30-32 
Tilt-up wall technique for factories, 2/54 
Washington new town (Book review), 
22/26 
Yorkshire building industry, 26/30-31 
Manser, Michael: Prime Minister at RIBA 
reception, 5/7* 
Martin, J L N: Building Cost Information 
Service online database, 14/6* 
Matthews, Robert: 
AMA asbestos seminar, 8/21 
Asbestos draft code of practice (GLC), 


17/9 

Indoor air pollution . . . (Book review), 
18/29 

BRE, research programme, 1984-85, 
24/10 

Cambridge History Faculty building 
defects, 4/12 

CIBS lighting code, 3/38 

Detailing in Norman Foster’s Buildings, 
7/68-70 

Heat loss through floors, 23/46-47 
Insulating blocks without cavity fillin 


breach of building regulations, 25/10 
Plymouth Polytechnic wall collapses, 
1/10 


Radon test house, Cornwall, 9/12 
Royal Commission on Environmental 
Pollution, 8/9 
Survival for Bison blocks at 
Portsmouth, 2/51 
Water penetration in insulated cavity 
walls, 6/9 
Wind driven rain on walls, draft 
standard, 15/14 

— Gordon: Fastening systems, 

McLean, Geoffrey: Building control 
system, 3/7* 

Naboe, George: subcontractors and main 
contractors, 12/6* 

— John: Future role of the QS, 

/ 


Melia, RJ W etal: Gas cookers, nitrogen 
dioxide poisoning, 4/7* 

Melvin, Peter: RIBA Festival of 
Architecture, 5/7* 

Mill, Alan: Treatment of timber-frame, 
20/50 

Miller, M: GLC abolition, 3/7* 

Mills, G C: Powers of the district 
surveyor, 10/7* 

Millwood, Michael: EEC VAT onnew 
building work threat, 17/16 

Mitchell, T: Privatise the district 
surveyors, 24/7* 

Monk, Rr Adm! Tony: Reinforced 
brickwork, 2/7* 

Moor, Nigel: 
Government's planning achievements 
assessed, 15/30-31 
Planning, 2/22, 4/22, 6/24, 8/22, 10/22, 
12/22, 15/24, 17/22, 19/24, 28-29, 
21/22, 23/24, 25/24 
Public housing, post-war problems, 
2/24-27 
Secretary of State for the Environment, 
place in the planning system, 23/30-31 

Moore, John: 
ACA and contract form problems (Trent 
Polytechnic course), 7/22 
Westminster Abbey, chapter house 
restoration work, 19/60 

Morrell, D D: Lloyds building, escalating 
costs, 18/7* 

Moss, T H: Proliferation of non-standard 
forms of contract, 7/7* 

Mullen, John P: JCT 80, time becoming “at 
large”, 23/7* 

NBA Building Cost Consultancy 





Partnership: Public/private housing 
survey, 6/28-29 
pag . M: Fire escape design, new 


Nichol Jacke GMWC Rucaps computer- 
aided design system, 26/52 

Noble, Harry: Birmingham International 
Exhibition Centre, 3/7* 

Ormerod, Richard: Whitechapel art 
gallery extension, 20/31-33 

Osborne, John: 
Royal Hotel, Winchester, 26/42-43 
Site equipment demonstration, 
Hatfield, 19/30-31 

Ostler, Timothy: Exhibition, A Study in 
Patronage, 3/22 


Ostrowski, S D: Commercial-professional 
risation, 16/7* 

O’Sullivan, Daniel: Site safety 
enforcement in USA, 3/35 

Pain, James: 
Architects/contractors’ roles and 
Contractor’s Design Contract Form, 
17/32-33 
JCT Contractor’s Design form of 
contract, 13/7* 

Palmer, > Guide to alkali-silica, 19/7* 

Parkyn, N 
Alex Gordon Partnership, 7/36-37 
Arab architecture, seminar, 8/21 
Book review Practical building services 
design, 3/22 
Book review Sheppard Robson: 
architects, 18/28 
British architecture in the Middle East, 
3/26-27 
Cantril Farm estate, Liverpool, 2/28-30 
DOE approved documents for 1985 
simplified building regulations, 17/39 
Economist political editor, lecture at 
Royal Society of Arts “Conservationist 
as politician” (RSA lecture), 15/23 
Hay’s Wharf development, London, 
“Riverside Revival”, 21/26-29 
London Underground refurbishment, 
1/30-33 
Victoria plaza, London, 24/26-27 

Pennycuick, D S: Water penetration in 
cavity insulated walls, 8/7* 

Pidsley, Richard: Project management 
and architects, 26/6* 

Pieniazek, Grace: 
Belfast leisure centre fire, 3/9 

Pierce, J F D: Rochdale assisted 
development area, 19/7* 

Potter, Jim: Fast-track multi-storey steel 
frame construction, 18/46-48 

Povey, Philip: Lobbying against VAT 
extension to building alterations, 
21/20-21 

Powell, Audrey: Starter homes, 
prospects for 1984, 1/15 

ae Chris: Redundant office shock, 

/ 


Powell, Sir Philip: Nucleus system for 
hospital design, 2/42 

Proctor, S C: Tom Baron’s low opinion of 
planners, 19/7* 

PTP+ 2: Consortium appointed for 
Birmingham convention centre, 9/10 

Pugsley, RJ C: Thin load-bearing panels, 
4/7* 

Pye, Brian: Marketing the construction 
industry, 15/32-33 

Raes, Susan: 
Blueprint magazine, 7/22 

Reese, Colin: Law, 4/22, 8/22, 12/22, 
17/22, 21/22, 25/24 

Relph-Knight, Lynda: 
DOE Priority Estates Project, 7/41 
Severn River crossing schemes, 8/12 
Society for Cooperative Dwellings, 
building in practice, 24/35-36 
Southall water-tower conversion to 
housing, 17/34 

Remmington, B E: Support for Prince 
Charles’ attack on modern architecture, 


Rhodes-Finney, Peter: Home 
improvement cowboys, 14/6* 

Robertson, Bill: Burrell Museum 
criticisms, 3/10 

Robson, Keith: London’s building control 
system, 7/35 

Romans, Michael: Building construction 
handbook (Book review), 26/22 

Rose, C H: Site safety, need for training, 
8/6* 

Rower, Evel: Contract law caveatemptor 
precedent, 17/7* 

Ryser, Judith: 
Hatntat International (Book review), 
21/24 
LSE debate on metropolitan 
government, 18/22 

Saville, Richard: 
BPF building procurement system 
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“Denotes letter to the Editor 
criticised, 24/29 
Brick Development Association, 
director-general interviewed, 23/33 
CITB training levy, 9/11 
David Back and Francis Graves & 
Partners, quantity surveyors, 13/24-25 
Redland, new tile factory, 25/17 
Saxon, Richard: Design of atria, 4/28-29 
Scott, David: Timber-frame construction, 
20/49 
Scrivens, Stephen: Plants in roof gardens 
and atria, 4/26-27 
Sharp, Dennis: 
Bossom, Sir Alfred, architect, 
Exhibition review, 13/21 
Correa, Charles, awarded RIBA Gold 
Medal for architecture, 21/34 
Future of the Fiat factory, Turin, 
ayuponnen. 22/22 
German architecture, 1900-1933, 
Exhibition review 12/28 
Short, Roy K: PSA and liability claims, 
10/7* 
Sims, John: 
Contracts, 1/18, 3/20, 5/22, 7/24, 9/22, 
11/22, 14/22, 16/24, 18/24, 20/24, 
22/24, 24/22 
Building contracts — a practical guide 
(Book review), 21/24 
Smith, K: Elemental bills of quantities, 
3/7* 
Spring, Martin: 
AROUSAL management training 
system, 24/41 
\rt Deco dining rooms, Unilever 
House, 5/31-33 
Cambridge History Faculty building 
defects, 4/12 
GLC architects’ visit to Belgium, 17/20 
Green belt housing land, 5/10 
Lea View estate, Hackney, 2/31-32 
Liverpool courthouse, 18/35 
Nigerian coup, 1/9 
Yorkshire architects, 26/26-29 
Stace, Leonard: Quantity Surveyers 
employed by civil engineers, 6/7* 
Steedman, Neil: Lansdowne Road, 
grandstand, Dublin, 5/26-8 
Stevens, Roger: BPF proposals for 
building procurement, 5/7* 
Stoaling, Derek: Bath’s post-war concrete 
housing, 12/43 
Stobbs, G a : Housing unemployed young 
people, 4/7* 
Sunley, ‘ohne Timber strength values, 
16/70-7 
Swift, John: 
Control, 1/18, 3/20, 5/22, 7/24, 9/22, 
11/22, 14/22, 16/24, 18/24, 20/24, 
22/24, 24/22 
DOE approved documents for 1985 
simplified building regulations, 17/39 
Talbort, A: Builders’ concern over VAT, 
18/67 
Thomas, D: Gas v electricity for home 
heating, 9/7 
Thorn, David G: Falklands ship, 15/6* 
Thorne, Robert: Builder cumulative index 
project, 26/22 
Thurlow, David: Lego competition 
winners, 24/7* 
lindsley, Andrew: Building Centre Lego 
competition, 21/12 
french, David: BPF and bills of quantities, 
6/7 
lrickey, G G: AC/ A contract form 
defe nded, 14/7 
Trimmer, Alex: Standard Method of 
fi DS industrial 


*: Ae rial photography, 23/7 
Res sin Exudation of timber, 


*r London building control 
1, Safeguarding public safety, 


kefield, Norman: Quantity surveyors 
future of estimating, 13/26 





Waiker, G W: Safety of flue linings, 9/7* 

Waters, Brian: F 
Future of offices, conference, Barbican, 
8/21 
Heathrow airport, terminal 4, 7/30-33 
Liverpool international garden festival, 
16/28-31 
Property needs of high technology 
tenants, conference (CALUS), 13/20 
Prudential Estate Department, 
12/35-38 

Watts, Graham: Building control, 
certification of approved inspectors, 
15/34 

Watts, MI: Fixed price contracts, 17/7* 

Weller, John: RIBA’s attitude accounts for 
falling membership, 25/7* 

Williams, Anthony, & Partners: 
Signposting, Hard landscape in 
Building, 24/74-76 

Wolk, Susan: Exhibition, “Study in 
Patronage”, 2/20 

Woodhead, W David: Timber-frame 
housing in Australia, 1/7* 

Wright, A F S: Full design and preparation 
of bills, 18/6* 

Wyles, Rhona: NHBC insurance scheme 
for conversion work, 4/17 


ARCHITECTS 


Aaron Evans Associates: Johnson Central 
Retail Newsagency chain, 18/42 
Abbey & Hanson Rowe & Partners: 
Yorkshire parcel centr, Leeds, 26/27 
Ahrends Burton & Koralek: National 
Gallery extension, London, 7/13 
Alsop Barnett and Lyall: Plan for Riverside 
Studios, Chancellor's Wharf dropped by 
Hammersmith council, 26/10 
Architech: Sovereign house, Victoria, 
London, 20/17 
Arup Associates: 
Finsbury Ave development, London, 
18/46-48, 24/10 
— oo al hall, Liverpool, 
17/ 
ipera Ww. ar Museum refurbishment, 
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Ashw orth, Roy, of Unilever: Staff dining 
rooms, Unilever House, 5/31-33 
Atkins, Robert, Howard, Gatling 
Partnership: Free Trade housing 
scheme, docklands, 22/11 
Austin-Smith-Lord: 
AA recovery depot, Halesowen, 2/9 
Heffers’ bookshop, Cambridge, 18/43 
Backhouse, David: Cavern Walks 
complex, Liverpool, 19/13 
Bell Daniels Slater Partnership: Elementa 
offices, Southall, London, 19/9 
Bernstein, Levitt: Brandam’s Wharf, 
Rotherhithe, plans, 24/36 
Birmingham City Council: National 
Exhibition Centre covered stadium, 
5/12 


Boisot Water Cohen Partnership: 
Industrial development, Leytonstone, 
London, 14/16 

Bonnington, John S Partnership: Hayes 
Wharf development, London docklands, 
21/26-29 

Broadway & Malyan: Office development, 
Farnborough, 4/15 

Building Design Partnership: 

Ealing Broadway shopping centre, 8/11 
Granada TV Studios, Manchester, 
6/35-42 

Li os : alley Ice Rink, Hackney, 4/9, 

17; 


Redhill town centre development 
scheme, 2/15 
Waverley market, Edinburgh, 9/28-29 

Burgess & Partners: Maritime village, 
Swansea, 20/12 

Campbell Zogolovitch Wilkinson & Gough: 
Mansion House Square, joke scheme, 
16/9 

Casson Conder Partnership: Ismaili 
Centre, London, 8/35-42 

Clement Williams & Sons: Halifax building 
society, Halifax, 21/15 

Colquhoun & Miller: Whitechapel art 
gallery, extension, 20/31-33 

Conran Roche: Butler’s Wharf scheme, 
8/9, 23/9 

Cook, Peter: Verandah tower, Brisbane, 
Australia, 20/28 

Covell Matthews Wheatley Partnership: 
Offices adjacent to Windsor Riverside 
station, 23/9 

Crampin & Pring: Shopping area mall, 
Guildford, 5/17 

Crapnell, Robert & Associates: Royal 
Hotel, Winchester, 26/42-43 





Critchell, Harrington & Partners: Butlins 
challets, Bognor Regis, 19/13 

Cullen Carter & Hill: Mixed housing, The 
Meadows, Nottingham, 22/14 

Deal, Thomas and Partners: Riverside 
studios scheme, Chancellor’s Wharf, 
26/10 

The Design Group, Habitat Mothercare 
Group Design Ltd: Heal’s building, 
Tottenham Court Road, London, 
22/34-36 

Design services: Epping bookshop, 
Essex, 18/42 

Dewhurst Haslam Partnership: Porsche 
HQ, Reading, 21/11 

Dry Butlin Bicknell Partnership: Angel 
Hotel, Cardiff, refurbished, 5/11 

Duffy Eley Giffone Worthington: 
Kirkaldy’s testing works 
refurbishment, Southwark, London, 
20/29 

Edgington Spink & Hyne: 
Rank Hovis McDougall offices, 
Windsor, 9/10 
— school, Bucks conversion, 

0/1 


Elsom Pack Roberts Partnership: Victoria 
Plaza, London, 24/26-27 

Erickson, Arthur Associates: Napp 
chemistry laboratories, Cambridge 
Science Park, 23/22 

Farmer & Dark: Court House, Liverpool, 
3/9 


Farrell, Terry Partnership: 
Hammersmith central island site, 
London, 15/11 
Limehouse studios, London, 15/39-46 

Faulkner-Brown, Hendy, Watkinson 
Stonor: Claremont sports hall, 
Newcastle University, 20/28 

Fitzroy Robinson Partnership: 
Alderman’s House, City of London, 
24/32-33 
Lloyds Chambers, City of London, 
4/35-42 
Little Britain development scheme, 
V/12 


Trocadero development, Piccadilly 
Circus, 13/12 

Floyd, Slaski & Partners: Chinese 
Embassy, 15/23 

Fraser, Ian Design International: 
Apartments in Brazzaville, Congo, 19/9 

George Trew Dunn Beckles Wilson 
Bowes: Royal Naval Hospital, Haslar, 
Hants, 17/13 

Gibberd, Frederick, Coombes & 
Partners: 
Offices, Floral Place, London, 18/13 
Offices, Long Acre, London, 24/32-33 
Shopping arcade scheme, Mayfair, 
London, 23/11 

Graves, Michael: 
San Juan Capistrano public library, 
California, 3/11 

Grimshaw, Nicholas & Partners: 
Standardised sports halls, 10/29 

Hellmuth, Obata & Kassabaum 
Partnership: King Khalid airport, 
Riyadh, Saudi Arabia, 19/26-27 

Hunt Thomson Associates: Shared 
housing, Kings Cross Road, London, 
22/18 

Hutchinson Locke & Monk: Civic offices, 
Cheshunt, 10/12 

James McArtney Partnership: Donnington 
Hall, 6/17 

Jefferson Sheard & Partners: 
Peterborough Data Processing Service 


Peterborough Exhibition Centre plans, 
25/10 
Keppie Henderson: Docklands housing 
development scheme, Glasgow, 7/13 
Kroll, Lucien: Student housing, Louvain 
university and metro station, Brussels, 


Lacey, Nicholas: ar | Quays docklands 
scheme, London, 7: 

Laird, Michael & inal Nippon 
semiconductor factory, Livingstone, 

Lasdun, Denys: Idea for new use, Fiat car 
plant, Turin, 20/44-45 

Levy, Ted, Benjamin Partnership: 
Offices, Swiss Cottage, London, 26/12 

Llewelyn-Davies Weeks: Private hospital, 
London Bridge City, 21/12 

Mace, Duncan: Chimneys, Morriston 
hospital, Swansea, 7/15 

MAP: Office development scheme, Atholl 
Crescent, Edinburgh, 3/17 

Martin, Hugh & Partners: Eastgate 
Shopping Centre, Inverness, 13/35-42 

Meir, Richard: Idea for new use, Fiat car 
plant, Turin, 20/43 

Mishcon, Peter and Associates: Homeless 





women’s hostel returbishment, Soho, 
London, 23/11 

Module 2: International conference 
centre, Bournemouth, 8/10 

Moro, Peter Partnership: Taliesin arts 
centre, Swansea University, 23/11 

Moxley Jenner & Partners: Technopark, 
South Bank, London, 12/11 

MWT: Leisure/shopping centre Exter, 

/18 


Nicholson, Sir Charles, Rushton & Smith: 
Offices, Cowcross Street, London, 
23/12 

Noel Bell Ridley Smith & Partners: 
Prison, Sydney, Australia, 18/20 

Osborne, John Ptnrshp: Canons Ashby 
restoration, Northants, 15/13, 21/41-48 

Ove Arup & Partners: Canopy, Regents 
Park zoo, London, 20/9 ; 

Parr Wawrzynski Associates: Chester city 
centre site development, 1/11 

Pellegrin, Luigi: Idea for new use, Fiat car 
plant, Turin, 20/44 

Percy Thomas Partnership: BUPA 
hospital Harpenden, 10/35-42 

Piano, Renzo: 

IBM computer exhibition travelling 
pavillion, 26/11 

Idea for new use, Fiat car plant, Turin, 
20/44-45 

Pollard Thomas Edwards & Associates: 
New Concordia Wharf, housing, 
London docklands, 26/38-41 

Powell Moya & Partners: Nucleus system 
hospital, Maidstone, 2/39-46 

Robert Matthew, Johnson-Marshall & 
Partners: National Farmers Mutual & 
Avon Insurance Group, 
Stratford-on-Avon, 24/11 

Robinson Design Partnership: New press 
hall, Bradford, 26/28 

Roche, Kevin: Idea for new use, Fiat car 
plant, Turin, 20/42 

Rogers, Richard: 

City project, RA summer show, 20/20 
Lloyds building, City of London, 23/10 

Rolfe Judd Group: Office block, Soho Sq, 
London, 19/14 

Sambrook, John, Hollins Jones Oldacre & 
Partners: New Victoria Theatre, 1/12 

Saunders, W H: National Westminster 
Bank, Rugby, 26/16 

Scarborough Borough Council: 
Scarborough Spa refurbishment, 
26/28-29 

Scott, Brownrigg & Turner: 

Heathrow, Terminal 4, 7/30-33 
Moss Bross store plans, Covent 
Garden, London, 22/11 

Seifert & Partners: 

Ludgate Hill office scheme bid, 17/13 
Lysander scheme, Surrey Docks, 
London, 8/10 

Seymour Harris Partnership: Clayton Sq 
shopping precinct, Liverpool, 18/14 

Sheppard Robson: Triton Court, Finsbury 
Sq refurbishment, 25/13 

Spence, Sir Basil Partnership: Brentford 
Island Village plans, London, 26/12 

Stillman & Eastwick-Field: Chemistry 
por nag? University College, 
London, 1 

Stirling, patie Michael Willford & 
Associates: 

British Telecom HQ design, 3/9, 19/9 
Fiat car plant, Turin, idea for newuse, 
20/43 

Stuart & Penn: Chinese Embassy, 
London, 15/23 

Troup Steel and Scott: Portland private 
hospital, London, 12/11 

Twigg, Michael, Brown & Partners: Hay’s 
Wharf development, London, 21/26-29 

Ware Macgregor Parrtnershp: HTV 
complex, Cardiff, 14/17 

Wates, A B & Partners: Hackney Council 
Housing Dept offices, London, 15/14 

Watkins Gray Wilkinson Associates: 

Daily Telegraph, printing works, 
Manchester, 24/9 

Daily — printing works, Millwall 
Dock, 1 

West Midlonds County Council: 
Birmingham International airport, 
23/35-42 

Whinney Mackay-Lewis: Leadenhall 
Buildings office scheme, London, 23/12 

Wilson, Gordon D: Tropical conservatory, 
Kew, 20/28 

Worskett, Roy: Mansion Sq, Infill 
scheme, 24/25 

Yorke, F R S: Torilla House, Hatfield, 
20/10 
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 aorogey , July to December 1984 
Issue Date Issue Date 

no no 

27 6Jul 10 5 Oct 
28 13Jul 41 12 Oct 
29 20Jul 42 19 Oct 
30 27Jul 43 26 Oct 
31 3 Aug 44 2 Nov 
32 10 Aug 45 9 Nov 
33 17 Aug 46 16 Nov 
34 24 Aug 47 23 Nov 
35 31 Aug 48 30 Nov 
36 7Sep 49 7 Dec 
37 14Sep 50 14 Dec 
= 21Sep 51/52 21/28 Dec 
3 


28 Sep 
* Denotes letter to the Editor 


SUBJECT 


Aberystwyth harbour development 
scheme halted by public spending 
moratorium, 33/9 

ABS Oldacres Computers see Computers 
in construction 

Accidents on construction sites: see also 
Health and safety 
Accidents at work, health and safety 
legislation reviewed, 30/31 
Belgian school collapse, two killed 48/7 
oo Hotel collapse, two killed, 
40/ 

Falls from ladders, new guide, 34/10 
Five men burned in site explosion, 
Woking, Surrey, 32/11 

French construction worker killed in 
protest against Pirault and Sons, 46/9 
Fulham powers station collapse kills 
two, 28/9, 51/8 

Grand Hotel, — explosion, 
42/10, 43/9, 50, 

oi ‘slip, trip ft fall” campaign, 
48/11 

Injured roofer awarded damages, 33/13 
Number of accidents increased in 1983, 
45/11 

Operative killed, Falklands airport, 
29/14 


Site Safe News future, 48/11 
Accoustics see Sound 
Acid rain damage: 
CEGB the major single source of acid 
depositions, 47/11 
Environment select committee report, 
33/10, 36/10 
New York limits on sulphur levels, 
35/10 
Acrow goes into receivership, 36/9, 
37/16 


Adamson, Richard, chairman of William 
Leech removed, 37/11 

Adhesives, wood, 35/24 

Aggregates: 
ARC marine aggregate terminal, East 
London, 39/13 


rts: 

Falklands, Mount Pleasant Airfield 
construction, 49/28 
Falklands airfield behind schedule, 48/7 
Manchester, development, 33/15 
Stolport, Royal Docks, London, 29/10, 
30/9, 32/7*, 33/9, 34/12 

Albert Dock see Liverpool 

Aldermaston, Blue Circle headquarters, 
40/15 

Alexandra Palace restoration, 39/8 

Allen, Bill, defect analysis specialist 
interviewed, 49/30-31 

All-Party Construction Study Group of 
MPs, annual reception, 30/16 

Allwarm Ltd, cavity insulation firm found 
guilty under Trades Description Act, 


sali Method of Management, 
44/4, 40-42 

Amey Roadstone Corporation, marine 

aggregate terminal, East London, 

39/13 








Amey Roadstone Corporation, shopping 
— plans, Hythe End near M25, 
51/11 

Andrews Downie & Partners, architects, 

Building in practice, 29/30-32 
Apollo Victoria Theatre, London, 
conversion for new musical, 31/30-31 
Approved Inspectors see Building control 
Architects see also Royal Institute of 
British Architects 
Average earnings eroded, 32/13 
Education system, 31/28-29 
Public sector’s importance, GLC 
director of architecture, 47/9 

Architectural Education see Education 

Ardmore Construction: 

Corruption allegations, 31/10 
Tow finds allegations unfounded, 
be 1 

Asbestos: 

Artex, asbestos-free textured finish, 

37/59 


Asbestos-free building materials 
(TAC), 38/58 

Council storage heaters removed, 
27/15 

GLC concern over dumping, 47/10 
GLC survey of housing stock, 34/12 
Health and Safety Executive control 
limits introduced, 31/5, 12 

Health scares and the degree of risk, 
38/52-53 

Institute of Municipal Building 
Management removal antec. 38/13 
Making it safe, sealants and conversion 
to glass, 50/55-56 

Malpractice among licenced stripping 
firms, 42/9 

National House-Building Council bans 
asbestos finishes, 32/15 

New guidelines Asbestos in the home 
(DOE) and HSE information package, 


Occupational Health and Safety 
seminar, 47/55 
Removal in Kingston Power Station, 
Surrey, 44/11 
Removal in US Prudential Insurance 
office, 33/12 
Storage heater health risk research, 
31/131 

Association of Building Component 
Manufacturers, young managers’ 
forum, 42/21 

Association for the Conservation of 
Energy (ACE) see Energy 

Association of Consultant Architects: 
ACA contract see Contracts 
RIBA code of employment for salaried 
architects rejected, 49/10 


Association of Consulting Engineers, new 


conditions of engagement, Agreement 
3 1984, 41/32 
Association of Metropolitan Authorities: 
£50 billion needed to avert a national 
housing crisis, 36/12 
Housing defects study, 48/9 
Meeting with DOE, further cuts likely 
in council's capital receipts spending, 
49/7 
Predicts moratorium on local authority 
capital spending, 36/5, 9 
Subsidy for council housing demolition, 
28/9, 37/10 
System-built housing, call for 
government to set up a central defects 
investigation unit, 36/5, 10 
Autoclaved concrete blocks NHBC 
survey shows widespread defects, 49/8 
Awards see Competitions 


B 


Baker, Kenneth, appointed second 
Minister of State for Local 
Government, 37/10 

Baltic Saw Mills, Tonbridge, Building 
Dossier, 41/39-46 

Bangor Victorian pier restoration, 
Building on Site, 40/37-40 

Bankruptcies and liquidations: 

Acrow goes into receivership, 36/9, 
37/16 
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Building trade heads bankruptcy 
league, 33/16 
Crouch Group, 28/16 
Sadler Brothers, builders, 28/14 
Statistics, 41/15, 46/14 
Banwell report, discussed by the National 
Joint Consultative Committee, 47/20 
Barbour-builder office automation 
product selector, 29/52 
Barratt: 
Barratt Hull voted top by new home 
buyers in NHMB competition, 46/9 
Chairman blames World in Action TV 
programmes for falling house sales, 
38/5, 9 
Chairman criticised for not refuting 
World in Action allegations, 47/8 
Chairman reduces his own salary to 
cutback, 44/13 
Loses appeal to —- ' rr belt 
playing fields, Ealing, 40 
Luton contracting aivision closed, 40/15 
Profits down, 39/14 
Time-share estates, 38/13, 39/15 
Barry, Patrick, Joint Contracts Tribunal 
chairman interviewed, 37/32-33 
Battersea Power Station, winning 
redevelopment scheme, 27/11 
Battlebridge Basin site, Kings Cross, 
London, 35/10 
Beams: 
Beams and lintels, product update, 
36/75-81 
Reinforced with steel developed, 33/36 
Beazer: 
Beazer Homes plans, 51/10 
Bid for William Leech, 29/16 
To join Consortium | Jevelopments, 
46/7 
Trading results, 49 15 
Bedford college, sale of Regents Park 
site and merger with Royal Holloway 
college, 34/12 
Bellway: 
-_ design ideas competition, 
7/11 


He eee, 7g Glasgow 
District Council, 37/1 
Survey of house- “soil 40/15 
Urban development 1920s flat 
refurbishment for ownership, 
Newcastle, 42/12 

Berkshire County Council changes to 
structure plan, 48/9 

Berlin, Internationale Bauaustellung 
exhibition (IBA) Report Year, 48/30-32 

Bilston steelworks redevelopment plans, 
39/11 

Birmingham: 
Business park and shopping complex 
plans, 45/11 
Car park defects due to computer 
design program faults, 51/8 
Car park conversion proposals, 33/13 
City council ordered to insulate houses, 
3V/11 
Classic cinema closes, 36/13 
Curzon Street Station conversion to a 
community centre award, 41/11 
Hospital building programme report, 
50/12 
Housing repair help, 40/13 
Snow Hill station, 48/11 

Bishop’ s Bridge redevelopment scheme, 


28/ 

Bison Wallfrarne system see System 
building 

Blue Circle: 
Bid to develop Chinese cement 
industry, 42/17 
Cauldron Cement Works, 
Staffordshire, 42/17 
Con-Tech system-built concrete 
houses, 42/9 
Headquarters, Aldermaston Court, 
Reading, 40/15, 42/38-40 


BMW Warehouse, Bracknell 49/34-36 
Bodysgallen Hall Hotel, Llandudno, 


North Wales, 30/35-40 


Books reviewed: 


Architecture in an age of scepticism, 
43/20, 44/24-25 
Building services integration, 27/22 












Christmas Choice, books selected by 
Building contributors, 50/26-28 
Measurement of civil engineering work, 
28/24 
Order in space and society . 28/24 
Professional practice for building works, 
97/29 
Refurbishment of commercial and 
industrial buildings, 27/22 

Bournemouth District Council cleared of 
NHBC defective flats claim, 27/15 

Bouygues, Francis, founder of France's 
largest building company, 47/36 

Bovis: 

Bovis Civil Engineering sold off, 46/13 
Bovis Coverspan, first tensile structure 
(Regent's Park Zoo, London), 32/12 
Bovis Homes to close Scottish office, 
44/8, 48/13 

M25 delay, Bovis pays sacked 
workers, 50/7 

Bracknell, BMW Warehouse, 49/34-36 

Bredero scheme, Hammersmith 
Broadway, 41/7 

Brethane stone preservative, use in acid 
rain damaged buildings, 33/10 

Brett, Peter Associates, BMW 
Warehouse, Bracknell, 49/34-36 

Bricks: 

Blockleys, new brickworks, 33/16 
Brick Development Association poster 
campaign, 39/13 

Brick library, 50/53 

Butterley, new brick range, 30/51 
Hanson Trust close brickworks, 28/14 
Ibstock Brickwork Design Centre 
opens, 34/46 

London Brick, sharp price rises, 47/13 
Pulverised fuel ash for brick-making, 
32/50 

Recycling machine, 29/52 

Redlands, new ranges at London 
Building Exhibition, 39/75 

Westbnick Ltd qualifies for BSI 
registered firms scheme, 34/46 

Bridges: 

Commies road bridges deterioration, 
31/10 


Hammersmith, London, repairs, 38/13 
Brighton: 
Derelict West Pier saved, 35/8 
Grand Hotel, survey after expiosion, 
42/10, 43/9, 50/7 
Sheraton Hotel design, 36/9 
Bristol: 
City Council home improvements cash 
crisis, 46/7 
Demolition threat to York Road listed 
Georgian houses, 31/12 
Independent architecture school opens, 
36/10 
Shopping precinct expansion scheme, 
39/11 


Bnitish Board of ogre 
Finances improving, 32/ 
Grant exceeds poche el 28/11 
Increased income and certificates 
issued, 39/11 
Insurance cover for tested products 
scheme, 30/9 
British Film Year projects, 44/11 
British Gypsum Research and 
Development Department, 36/46 
British Property Federation: 
System for construction see Contracts 
British Rail: 
Rail-to-road conversions, opposition, 
34/10 
Western Region station development 
plans, 39/11 
British Standards: 
Chimneys, code or practice for 
factory-made insulated chimneys, 38/57 
Chimneys, installation for domestic 
appliances, 38/57 
Code of practice for central heating 
30/47 
Code of practice for stairs (spiral 
staircases), 44/73 
Quality of liquid coatings for metals, 
39/75 
Specification for 13 A fused plugs 
42/82 
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Building, July to December 1984 
Issue Date 


6Jul 
13Jul 
20Jul 
27 Jul 

3 Aug 
10 Aug 
17 Aug 
24 Aug 
31 Aug 

7Sep 
14Sep 
21Sep 51/52 21/28 Dec 


: 28 Sep 
* Denotes letter to the Editor 


Specification for fire safety signs, 28/54 
Structural steel standards explained, 
46/66 
Structural use of timber standards, 
30/47, 46/100 
terms in terotechnology, 28/54 
Brunel Univ ersity Faculty of Social 
Sciences, 39/14 
Budapest Opera House refurbishment, 
39/29 
Builders merchants, effects of legalized 
Sunday trading, 42/17 
Building 
All-party study group of MPs, 28/30, 
30/16 
Circulation rises, 37/9 
Computer Technology/Building 
Technology sections launched, 39/4 
Debate between RIBA presidentia! 
candidates, 44/19 
Building control: see also Control 
Access for the disabled, amendment 
consultation paper, 39/11 
Environment Secretary, plans for 
building control systems simplification, 
32/15 
Final provisions for approved 
inspectors, 38/10 
New building regulations, statutory 
consultation documents issued, 36/9 
SAAT call for central board for 
Approved Inspectors, 42/12 
Scottish building control system 
revisions, 49/11, 51/46 
Building Design Partnership, Report on 
Ronan Point initiates other housing 
block structural surveys, 43/11 
Building Dossiers: 
Baltic Saw Mills, Tonbridge, 41/39-46 
Bodysgallen Hall Hotel, Llandudno, 
North Wales, 30/35-42 
Burroughs education centre, Milton 
Keynes, 32/33-42 
Charing Cross Hospital Accident and 
Emergency Unit, 43/39-46 
Clowne and Worksop housing for the 
elderly, 50/39-46 
Elm Village, Camden, 47/39-46 
Liverpool International Garden 
Festival, hard landscaping, 34/31-38 
Mold Community Hospital, 45/39-46 
Post House Hotel, Impington, 
Cambridge, 28/37-44 
Summary and index for 1984, 
Thames Tunnel Mills housing, 
Rotherhithe, London, 37/39-46 
Building Employer's Confederation: 
Home improvements payment reforms, 
45/9 
Housing improvement in the private 
sector. . ., 43/11 
Moratorium threat to public sector 
construction work, 28/12 
Opposition to GLC lorry ban, 37/12 
President protests over reported public 
housing cuts, 45/7 
Small works guarantee scheme, 49/9, 
32-33, 42/13, 50/9 
Technical and managerial staff training 
scheme (with BEC), 46/8. 47/4, 28 
Building for Youth scheme, construction 
company help for the unemployed, 
51/15 
Building Housing Cost Index see Housing 
Cost Index 
Building in Practice: 
Cullinan, Edward Architects, 38/43-45 
Downie, Andrew & Partners, 
architects, 29/30-32 
Metropolitan Police Property Services 
Department, 42/41-42 
National Building Agency six private 
practices, 46/30-31 
Steen, Ian, architect, 33/24-25 
Building Indicators, 32/18-19, 37/18-19, 
41/18-19, 45/18-19, 50/18-19 
Building on Site: 
Albert Dock, Liverpool, 33/30-33 


51/22-25 





Apollo Victoria Theatre, London, 
conversion for new musical, 31/30-31 
Bangor pier restoration, 40/37-40 
Blackheath Private Hospital and 
Lambeth Community Care Centre, 
29/41-44 
Blue Circle Industries’ new HQ, 
Aldermaston Court, Reading, 42/38-40 
BMW Warehouse, Bracknell, 49/34-36 
Hong Kong and Shanghai Bank, 
27/42-49 
International Conference Centre, 
Westminster, 46/37-46 
Lloyds headquarters, Lime St, London, 
38/30-37 
1984 review of the year, 51/26 
University College London and Milner 
Square, Islington, repro architecture, 
36/34-37 

Building product centre opens, London, 
51/4 


Building regulations see Building control 

Building Research Establishment: 
Defect action sheet Electric cables. . . 
30/47 
Defect action eet Suspended timber 
floors . 
Digests — shen for money? 47/58 
Information paper, floor screeds, 40/85 
Information paper, photoelectric 
controls to save energy, 43/63 

Building Services Research and 
Information Association, Disease from 
air conditioning/smoke control 
bibliographies, 34/46 

Building Supplements: 
Industrial Buildings, 14 Dec 1984 
Timber-frame, 12 Oct 1984 

Building Technical File, 28/13, 45/68 

Building Technology, 1984 review of the 
year, 51/18 

Burroughs education centre, Milton 
Keynes, 32/33-42 

Business, 1984 review of the year, 51/19 

Butler’s Wharf, south bank, London, 
deve!opment plans, 44/32-35 


Cc 


Calke Abbey appeal, 40/13 

Camt.idge, Bishop Bateman Court 
student accommodation, RIBA award 
winner, 32/28 

Camden Council opposes planning 
loophole, pre-1947 building owners 
entitled to extend, or compensation, 
46/9, 48/10, 49/5*, 51/9 

Canterbury: 
Letter sorting centre, concrete floor, 
46/98-99 
Marlowe Theatre, 28/31-32 

Capital spending see Government public 
expenditure 

Cardiff: 
owe for new county hall, docklands, 

(12 


St Davids link retail and library scheme, 
47/11 

Cavity wall insulation see Insuiation 

Caxton Hall, Westminster, 44/11 

CCPI see Co-ordinating Committee for 
Project Information 

Cement see Concrete 

Cement Roadstone Holdings, 27/16 

Ceylon Tea Centre, Regent Street, 
London, 47/8 

Chancellor's Wharf, Hammersmith, 
Darcon Properties developrnent 
scheme, 43/12 

Channel Tunnel: 
Channel link, Civil Engineering EDC 
study, 38/20 
Consortium’s revised plan, 43/7, 47/13 

Chartered Institute of Building: 
International conference, “Building 
Tomorrow's Heritage”, 39/20-21 
Open site campaign, 31/22-23 
Queen Elizabeth II Silver Jubilee 
Building Management awards, 
42/28-30, 44/21 
Technical and managerial staff training 
scheme, (with BEC), 46/8, 47/4, 28 

Chatham Dockyard, plans for 
developments, 43/13, 45/16 

Cherry Garden Pier housing scheme, 
opposition, 37/12 

Chetwood, Cliff, Wimpey chairman 
attacks Government's construction 
policies, 45/14 

Chimneys new British Standards, 38/57 

China see Overseas 

Christmas book reviews, 50/26-28 

Churches: 


Christchurch, Lancaster Gate, London, 


conversion to luxury housing, 42/34-35 
St James's, Knatchbull Road, London 
conversion for housing, 38/20 





St Mary’s, Barnes, London, 
restoration, 38/45 


Cinemas: 


ABC Fulham Road, London, 
restoration, 50/7 
British Film Year projects, 44/11 
Diorama, Regents Park, 38/9 
Paris, Le Georde steel-sphere cinema, 
50/11 

Civil engineering industry: 
Campaign for increased public works 
spending, 33/5, 14 
Education of engineers, 34/24-25 
ICE conference on impact of computer 
technology, 46/89 
Workload at low level, 46/15 

— Korrugal Swedish aluminium, 


CLASP building system, 49/70-71 

Clerks of Works seek recognition as site 
supervisors, 46/11 

Clowne, Midlands housing for the elderly, 
50/39-46 

Coin Street, South Bank, London: 
Low-rent housing scheme criticised by 
Royal Fine Art Commission, 51/7 
Site sold by the GLC, 31/13 

Colas acquires Glossop, 32/17 

Colchester: 
Hospital delays, 27/11 
Jehovah's Witnesses Kingdom Hall, 
45/13 

Coliseum theatre refurbishment, London, 
29/14 

Comben, Terry Roydon leaves after 
acquisition by Ideal Homes, 45/14 

Combined heat and power see Energy 

Commission for the New Towns see New 
Towns 

Committee of Associations of Specialist 
Engineering Subcontractors (CASEC), 
welcomes JCT intermediate forms 
named subcontractors, 36/11 

Compak, system to produce high-quality 
board from cheap materials, 34/46 

Competition and Awards: 
Association of Building Component 
Manufacturers’ young managers forum, 
42/21 
1984 Awards for Excellence in Building 
Product Advertising and Inturmation, 
27/35-39 
Battersea power station winning 
scheme, 27/11 
Bellway housing design ideas 
competition, 47/11 
Brick Development Association 
Structural Brickwork Award, not 
awarded, 40/21 
British Plastics Federation/Horners, 
design competition, 32/50, 45/66 
British School at Rome scholarship 
winners, 37/20 
Building Services awards for energy 
use in buildings, 50/53 
Business Enterprise award, company 
of the year, 29/19 
CadCam user of the year award, 40/77 
Carpenters Company Exchange 
Scholarship, 41/21 
Cartwright Group Travelling 
Scholarship for Building, 46/19 
Cembureau award for outstanding use 
of concrete, 39/73, 41/21 
1984 Chester Civic Award, 43/19 
CIOB Ian Murray Leslie Awards, 28/19 
CIOB Queen Elizabeth II Silver Jubilee 
Building Management awards, 
43/28-30, 44/21 
CIOB Queen Elizabeth II Silver Jubilee 
Building Management awards for 1985, 
nominations invited, 51/12 
City Heritage Award for refurbishment, 
1984, winner, 32/20 
Civic Trust awards, 48/10, 17 
East Midlands Architects craftsmanship 
award, 35/13 
Energy Poop td in Lighting 
Awards Scheme, 47/17 
Financial Times Architecture at Work 
award won by Renault factory, 49/9 
Foster Associates shortlisted, film 
museum, Nimes, 39/11 
Goodyear tyre factory, Glasgow, 
redevelopment, 47/11 
Grand Buildings site, Trafalgar Square, 
43/13 
Hong Kong New City Polytechnic 
design competition winner, 39/7 
Housing Centre Trust awards to 
co-operative housing schemes, 49/8 
Housing Centre Trust's Golden Jubilee 
Awards, 32/20 
Hunter & Partners Educational Trust 
award winner, 38/22 
HVCA/CIBS Journai Building Services 
Photographic Awards, 39/16 





Institute of Structural Engineers 
structural merit winner, Yorkshire, 
36/19 

International Garden Festival 
Landscape excellence award, 43/19 
Leeds playhouse design competition, 
38/21, 45/7 

Lincoin hospital wall sculpture, 31/13 
Liverpool Garden Festival original 
theme award, 42/11 

Meyer International architectural ideas 
winner, 40/21 

Michael Ventris Memorial Award, 
31/17 

Milton Keynes design-build housing 
competition, 47/10 

National Association of Shopfitters 
Design Prize Competition, 40/21 
National Federation of Roofin 
Contractors Innovation Award, 35/13 
National Gallery extension . by 
Environment Secretary, 39/4, 

1984 National Home Sesriand 
Council Awards, 43/19 

National House Building Council North 
West top site supervisor, 48/11 

New Homes Marketing Board, 
consumer questionnaire on 
house-builders, 47/27 

Parliament Square ideas competition, 
28/19 

po Gooding Travelling Scholarship, 


PSA competition for Roman Catholic 
church, Fife, 44/17 
The Publisher 1984 awards, 47/17 
RIBA awards and commendations, 
1984, 32/28-31 
RIBA Energy Efficient Design Awards, 
46/19, 47/55 
RIBA honorary fellowships, 41/21 
RIBA student prizes, 1984, 49/9 
RICS and The Times conservation 
awards, 41/11 
RICS prize papers, 27/19 
Royal Opera House extension, Covent 
Garden, designers appointed, 27/14 
Scottish Special Housing Association 
Sheltered housing design competition, 
49/19 
Tylers and Bricklayers company 
triennial award, 30/11 
Young Engineer of Britain, skip hazard 
warning systems, 42/13 

Computer design programme fault caused 
car park defects, Birmingham, 51/7 

Computer Technology: 
BSI computerised standards database 
plans, 45/53 
BSI draft code of practice for control - 
computer operations, 51/43 
BSI information technology quality 
scheme, 40/74 
BSRIA software directory, 41/57 
Building maintenance management, 
43/55 
CAD management opportunities, 42/73 
CAD/CAE network planning system for 
engineering (Hytech Consultants for 
Babcock Power), 43/53 
Computer programs to save energy, 
50/49 
Crittall Construction’s CAD system, 
50/50 
ECAADE conference on CAD in 
architectural education, 44/65-67 
Estimating systems, 44/67 
Expert systems and the construction 
industry (book review), 51/44 
Holograms for building, 40/74 
Increasing cost-effectiveness of 
computing, 45/53 
Institute of Civil Engineers conference 
cn impact of computer technology, 
46/89 
Job costing systems, 40/73 
Land surveyors, Husky Hunter 
hand-held computer, 50/51 
Monk Dunstone Associates quantity 
surveyors, computer applications, 
41/53-55 
Portable computers, 42/75 
Project planning and Critical Path 
Analysis, 46/91 
Property management computer 
systems, 51/43 
Property Services Agency 3D drafting 
systems survey, 40/75 
Redland computer estimating and 
valuation program, 46/92 
RIBA Viewdata Services, online 
computer programs, 40/72 
Symm & Co's FCG building accounting 
system, 45/51 
Valtos multi-disciplinary team 
computerisation, 47/49 
Vencel Resil Ltd use of CAD for Jablite 
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insulation board quotations, 47/52 
Westminster City Council to install 
IBM processing network, 49/66 

Computers, 30/49, 35/25 

Computers in construction: 
ABS Oldacres quantity surveying 
systems, 39/49 
Burroughs management systems for 
construction companies, 39/47 
Computer-aided architectural design 
(CAAD), history of development, 
39/40-41 
Computer applications for engineers, 
39/43-45 
Computer modelling to predict fire 
spread, 39/53 
Construction Industry Computing 
Association, 39/55 
Expert systems, 39/54-55 
Gang-Nail, Redland construction 
software, 39/50 
OASYS (Ove Arup systems), 39/43-45 
Products, 39/63-68 
Simulation studies, 39/54 

Concrete: 
Causes of concrete defects, 27/51 
Cembureau award for outstanding use 
of concrete, 39/73 
Cement price rise expected, 46/15 

“Concrete cancer”, 44/74 

“Concrete rot” at the Royal Devon and 
Exeter hospital, 45/7 
eee road bridge deterioration, 
31/ 

Concrete Society publications, 45/66 
Concrete structures for hazard 
protection, 48/41 
7a Concrete Products expansion, 
41/63 
Failure and repair report (Concrete 
Society), 42/81 
History of concrete problems and 
repair techniques, 43/64-65 
Lacon Floors, UK pioneers of US 
concreting technique, 46/98-99 
Lagan Cement, import terminal plans, 
Greenwich, 33/14, 38/9 
Lightweight aggregate concrete for 
offshore structures, 27/52 
No-fines concrete housing, 48/42-43 
egg -modified glass fibre cement, 
44/7 
Prefabricated reinforced concrete 
houses repair system, 41/63 
Reinforcement corrosion guide, 33/36 
Research into improving concrete 
quality, 44/74-75 
Swede Beam insitu cast concrete frame 
system for car parks, 36/7* 
Winter concreting technology course, 
34/46 
Condensation: 
Calculating condensation, 47/56-57 
Steady state prediction methods, 
42/82-83 
Confederation of British Industry; 
Annual conference, 45/15 
European cost comparison survey, 
38/17 
Fabric of the nation report, 45/15 
Conferences and courses: 
Accoustics in building seminar, 43/63 
Anthony Hunt, structural engineer, 
RIBA lecture, 44/21 
Asbestos seminar, Occupational Health 
and Safety, 47/55 
Ash Tech 84, 40/85 
Building All-Party Construction Study 
Group reception, 30/16 
CBI annual conference, 45/15 
CICA/RIBA Services low cost CAD 
seminar, 48/35 
Chartered Institute of Building, 
“Building Tomorrow's Heritage”, 
39/20-21 
Children, planning and play, 39/11 
Conservative party conference, 42/10 
Consultant architects annual 
conference, 39/21 
Durability of building materials, 
Helsinki, 40/87 
ECAADE conference on CAD in 
architectural education, 44/65-67 
Energy week, Polytechnic of the South 
Bank, London, 29/22 
Euroconstruct conference, Munich, 
51/10 
Federation of Master Builders, annual 
conference, 40/10, 42/10 
Institute of Civil Engineers, impact of 
computer technology, 46/89 
Institute of Housing, 41/9 
Klotz, Professor Heinrich, RIBA 
lecture on Frankfurt's architectural 
museum, 47/20 
Labour Party conference, 38/12, 40/9 
Lloyds headquarters, Lime St, RIBA 





lecture, 43/20 
London Building and Home 
Improvement Exhibition official opening 
41/2 
National conference of architectural 
historians, Australia, 38/22 
National Housing and Town Planning 
Council conference, 46/20 
National Paving and Kerb Association 
seminar, 28/54 
RIBA annual conference, 28/5, 10, 20 
RICS annual conference, 41/23 
RICS QS Division meeting 
‘Construction law and the QS”, 42/21 
Rice, Peter, structural engineer, NiIBA 
lecture, 46/20 
Rockwool International, insulation 
seminar, 34/43 
Rotterdam Strategies for urban revival 
international conference, 48/28-30 
Society of Chief Architects and Local 
Authorities, 39/17 
Town and Country Planning 
Association Enterprise Zone seminar, 
49/20 
Town and Country Planning Summer 
School, 39/21 
Windows, international conference, 
Sweden, 31/32-33 
Winter concreting technology course, 
34/46 
Women into Science and Engineering 
campaign 84, conference, 44/21 
Conference centres, International 
Conference Centre, Westminster, 
46/37-46 
Conran Roche, Fred Roche interviewed, 
44/36-37 
Consortium Developments: 
Essex sites, 48/9 
Invitation to C H Beazer to join, 46/7 
Plans thwarted at Thurrock, Essex, 
50/13 
Construction history groups, 37/51-53 
Construction Industry Research 
Information Association, 30/13 
Construction Industry Training Board: 
Argument with local authorities over 
Youth aa Scheme training fees, 
33/11, 36/1 
Payroll vb 27/9 
Youth Training Scheme reviewed, 
37/28-30, 38/9 
Con-Tech system for house building, 42.9 
Continental Illionis, building brokers 
survey, 33/15 
Contracts: 
ACA contract, second edition 
published, 39/9 
ACA2, not a builders contract, 42/22 
ACE new conditions of agreement, 
41/32 
Building contract systems — abuses 
cause problems, not the systems 
themselves, 34/27 
CASEC welcomes JCT Intermediate 
Forms named subcontractors, 36/11 
Federation of Civil Engineering 
contractors revised subcontract form, 
38/13 
JCT chairman Patrick Barry 
interviewed, 37/32-33 
JCT Intermediate Form of Contract, 
44/22 
JCT Intermediate Form of Contract 84 
launched, 37/31-32, ; 
JCT Intermediate Form, named 
subcontractor, 49/22 
JCT Intermediate Form not to be used 
in Scotland, 35/7 
JCT Intermediate Form, quality and 
quantity in specification, 46/22 
JCT Standard Form with Contractor's 
Design, adaptation to BPF system, 
37/9 


Non-standard forms of contract 

proliferation, 31/13 

Survey of contract preferences, 45/9 
Contracts (John Sims): 

1984 review of the Year, 51/19 

ACA/BPF contract and “named” 

subcontractors, 29/20 

ACA/BPF adjudicator provisions and 

resolving contract disputes, 31/20, 

33/20 

Failure to ask the question “what if”, 

40/30 

JCT 80 and BPF procurement system 

compared, 27/20 

JCT Intermediate Form of Contract 

reviewed, 38/24-25 

JCT Intermediate Form, quality and 

quantity in specification, 46/22 

JCT needs set of rules for quick 

arbitrations, 36/22 

Resolving contract disputes, ACA/BPF 

adjuticator provisions, 33/20 





Control John Swift): see also Building 
control 
Building control statutory consultation 
documents, 38/25 
Building regulations emulate highway 
code, 29/20 
Drainage regulations, 31/20, 33/6*, 
34/7* 


Incentive schemes to improve site 
practice, 42/22 
Local building Acts, 27/20 
New building regulations, impact on 
local authorities, 46/22 
New building regulations, need for 
uniform guides/training aids, 33/20 
New building regulations, treatment of 
health and safety, 49/22 
Private approved inspectors, 27/20 
Statutory controls, central body 
needed, 36/22 
Structural fire precautions rules, 40/30 
Uniformity of interpretation of building 
regulations, 44/22 

Co-ordinating Committee for Project 
Information (CCPI), proposals for 
co-ordinating measurement, 
specification and drawings published, 
42/30-32 

Coopers and Lybrand, metropolitan 
counties abolition report, 48/8, 50/7 

Corby: 
R S Components headquarters, 50/7 
Shopping centre refurbishment plans, 

9/8 


w Vonderworld, Group Five raise funds, 
7/8 


conaale and fraud: 

Allwarm Ltd, cavity insulation firm, 
guilty under Trades Descriptions Act, 
43/7 
Ardmore subcontractors, 29/9 
Crestline home improvement grant 
payments investigated, 29/9 
Inquiry reopened, Islington building 
works department, 33/13 
London and Tyneside Properties home 
MBs ement grants misused, 45/9 

'S aaa suggest further PSA fraud, 


ido Fines Ltd, dir: 
tax fraud, 42/13 
Westminster Counc:! housing officials 
accepted bribes, 31 12 

Cost File: 31/61-74, 36 97-110, 
40/141-156, 44/105-118 
Heating and Electrical, 3170-73 
44/114-117 
Measured rates, 40 150-155 
Plant hire, 36/106-108 

Costain: 
Canadian house-building interests sold 
off, 46/14 
Coal-mining interests, 38/19 
Resume BEC membership after two 
year lapse, 50/9 

Cotswold dry stone wall, 31/13 

Council house sale receipts see Housing 

Courage Horselydown brewery site, 
South Bank, London, development 
plans, 4432-35 

Crighton, interior design consultancy, 
47/10 


tor convicted of 


Croudace, construction output forecast, 
48/15 
Current prices see Cost file 


D 


Dampcoursing guide (British Chemical 
Dampcourse Association), 35/26 
Damp-proof membranes, 30/51 
Davis, Lyn, architect, 36/26 
Defect action sheets see Building 
Research Establishment 
Defects see Structural failures 
Demolition, Government housing 
demolition subsidy, 44.8 
Department of Energy, combined heat 
and power schemes, funding, 34.9 
Department of the Environment: 
Abell House, new office premises, 
27/15 
Asbestos guidelines published, 41/7 


Housing estate improvement campaign, 


Leaked housing grant memo, 39/7 
Leaked treasury plans to cut housing 
repair grant, 36/12 
Load-based a — tighter 
controls dropped, 46/8 
Unvented hot water systems, need for 
safety device, 43/13 

Derbyshire, Andrew, architect: 
Comments on the architect-client 
relationship, 28/2 
Interviewed, 31/24-25 

Derelict land: 





Government orders local authorities to 
sell, 44/11 
Welsh Development Agency, 34/13 
Determinations (DOE), 28/51, 37/57, 
65 
Diorama cinema, Regents Park, London, 
Direct employment see Labour and 
employment 
Direct labour organisations 
Hammersmith Council DLO 
redundancies, 29/12 
Docklands: 
Cherry Garden Pier housing scheme, 
Southwark, 37/12 
Free Trade Wharf redevelopment 
scheme, 35/8 
LDDC annual report, 1983-84, 31/10 
LDDC housing scheme, Elephant 
Lane, Rotherhithe, 33/9 
LDDC Royal Docks compulsory 
urchase, 30/9 
ight Railway, Arup Associates, 
design, 31/26, 35/9 
Light Railway, local labour clause, 47'8 
National indoor athletics centre 
planned, 32/15, 36/10 
Office/warehouse pavilions, Millwall 
Dock, 37/24 
a housing project, Beckton, 
46 
“Professional park” offices, 44/8 
Residents group watchdog to monitor 
Docklands building contracts, 49/8 
Shadwell Basin site sold for low-cost 
housing, 32/9 
Stolport plans, 29/10, 30/9, 32/7*, 
33/9, 34/12 
Thames Tunnel Mills housing, 
Rotherhithe, 37/39-46 
Urban farm design, Southwark, 37/12 
Drainage and sewerage, 49/45-54 
Drivers Jonas, surveyors, report on 
urban development grants, 46/15 
Drougit: 
Assessing damage due to drought, 
36/43 


Increases building subsidence 
insurance claims, 31 10 
Increases underpinning industry's 
workload, 33,13 
Quench, drought allewation in South 
West England, 34/10 

Dublin, rapid transit system completed, 
3415 

Duke of Edinburgh's inquiry into British 
housing see Inquiry into British Housing 

Durability of building materials 
conference, 40/87 


E 

Economic review, 27/29-33 

Edinburgh: 
Orlit houses modernisation programme 
not jmustified, 40/9 
Scottish — Gallery of Modern 
Art, 41 

Po see also Architectural 
education 
Bedford College sale of Regents Park 
site, 34/12 
Bristol independent architecture 
School, 36/10 
Building degree departments 
threatened, 40/4, 11 
Education series, rn 
education, 31/28-2 
Education = baling degree 
courses, 32/2 
Education series,  aigneting 
education, 34/24-25 
Education series, inadequacies in 
professionals, education, 35/ 18-19 
Education series, surveying education, 
33/22-23 
Education series, trends in the 
education of professionals, 31/27° 
Esher report (architectural education), 
39/7, 40/4, 11, 45/12 
Integration needed in construction 
educational structure, 44 30 
Nick Mole, building degree student, 
44/31 
Professional chair in structural design 
created, Leeds University, 29/13 
Royal Town Planning Institute report, 
40/13 
Top management postgraduate course 
plans, 46/11 

Edward Cullinan Architects: 
Building in practice, 38/43-45 
Exhibition of work, 38/22 

Eiffel Tower modernisation, 44/9 

Electoral aid for Conservative gk from 
construction industry, report, 33/1 

Electricity Supply Nominees issue second 
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Building, July to December 1984 
Issue Date Issue Date 


5 Oct 
12 Oct 
19 Oct 
26 Oct 
2 Nov 
9 Nov 
16 Nov 
23 Nov 
30 Nov 
7 Dec 
14 Dec 
21/28 Dec 


6Jul 
13Jul 
20Jul 
27Jul 
3 Aug 
10 Aug 
17 Aug 
24 Aug 
31 Aug 
7Sep 
14Sep 
21Sep 
: 28 Sep 
. * Denotes letter to the Editor 


51/52 


writ against Richard Ellis, 46/9 
Elm Village, Camden, building dossier, 
47/39-46 
Elmslie Point, East London, 
refurbishment, 48/11 
Employment see Labour and employment 
Energy: see also Insulation 
Association for the Conservation of 
Energy Lessons from Amenica series, 
44/73-74 
Building Services awards for energy 
use in buildings, 50/53 
Central London Energy Efficiency 
Office set up, 30/51 
Combined heat and power schemes, 
feasibility studies, 34/9, 48/9 
Concord Control, Splitstart lighting 
control device, 36/46 
Councils, conservation policies lacking 
s eeds University survey), 32/12 
Energy Efficiency Office’s first 12 
months, 45/65 
Energy monitoring and control 
systems, 27/52 
Heat pumps (Jaga by Ensertec), 29/52 
Heat pumps (Trace Ltd), 49/69 
Home energy audit scheme, 40/9 
Industrial building audit scheme 
advocated, 30/13 
RIBA Energy Efficient Design Awards, 
47/55 
Timber-frame housing with 
heat-recovery ventillation, 48/41 
Engineers’ site safety responsibility, 
49/27 
Enterprise zones: 
RICS report, 28/13 
Town and Country Planning 
Association seminar, 49/20 
Tyneside enterprise zone, 34/11, 49/9 
Enveloping schemes, 43/11 
Eros statue, removed from Piccadilly for 
repairs, 33/11 
Escalators see Transportation 
Esher report see Education 
Espley Trust, payment delay allegations, 
38/17 
Essex County Council office expansion 
plans, Chelmsford, 37/13 
Established use certificates see Planning 
Ethiopian famine, construction companies 
offenng aid, 44/10 
Events see Conferences and courses 
Exhibitions: 
1984 Milan Furniture Fair, 42/19 
Alexander “Greek” Thompson, 
Edinburgh architect, 40/22 
Architectural ironmongery, 45/66 
The art of the architect, RIBA drawings 
collection, 45/34-35, 46/20 
Association of Consultant Architects, 
biennial exhibition, 29/9 
Bathrooms, architect-designed, 
Building Centre, 45/20 
Batibois, Bordeaux, France, 41/12, 
66-67 
Bouwbeurs 85, 32/50 
Building for Billions 1985, Copenhagen, 
Denmark, 46/100 
Building Victorian engravings, 
Liverpool and Manchester, 46/18, 
48/21 
CIBS environmental engineering, 
Science Museum, 43/20 
Contemporary classical architecture, 
35/10 
Edward Cullinan Architects, 38/22 
French house-builders, Salon de la 
Maison individuelle, 42/82 
Gino Coppede, Italian architect, 40/22 
IBM Travelling Technological 
Exhibition, 42/10, 43/27 
Imperial Berlin at the turn of the 
century, 43/20 
Interbuild 86 Malaysia, 45/65-66 
International Construction Equipment, 
50/54 
International Contract Flooring, 45/66 





International Roofing and Masonry, 
Germany 1986, 49/69 

Internationale Bauaustellung Berlin 
(IBA), Report Year, 48/30-32 

Korea, Korconstruction 85, 36/46 
London Building exhibition, 27/57, 
39/75, 40/22, 101-104, 41/22, 42/91-96 
National glazing exhibition, 33/36 
National Housing 84, 35/26 

Norman Foster, architect, 27/22, 29/22 
“Post Modern colour” ColorCore 
laminates at the Boilerhouse, 48/17 
Roberts, David, (RIBA), 47/20 

Royal Incorporation of Architects in 
Scotland, 1930s exhibition, 39/17 
Royal Incorporation of Architects in 
+ historic drawings, 27/19, 

29/2 

SAE International Exhibition of 
Building Industrialisation, Bologna, 


“Seifert architecture”, 44/24-25, 47/20 
Women architects — their work 
(RIBA), 30/17 


F 


Factories and warehouses: 
Better building for industry, investment 
in factory building report, 50/16 
Blockleys, new brickworks, 33/16 
Edenhali Concrete Products, West 
Thurrock, 41/63 
Industrial Building, Building 
Supplement, 14 Dec 1984 
Inmos second factory planned, 
Newport, 40/10 
Laura Ashley, new factory, 44/11 
Livingston new town, fast track design, 
36/13 
London Industrial Building Group 
industrial renovation studies, 50/29 
Motorola plant, East Kilbride, 29/28-29 
NEC Semiconductors, plans for asecond 
Livingston factory, 38/9, 44/8 
Nissan car factory, Sunderland, 27/13, 
29/13, 30/13 
Nissan car plant, Washington, Tyne and 
Wear, 44/11, 46/11 
Sharp video-recorder plant, Wrexham, 
30/13 
Steetley Brick, new plant, Keele, 40/17 
Fairclough: 
Fairclough Projects wins NEC 
Semiconductor phase {two expansion 
contract, 44/8 
Sells stake in John Howard offshore 
construction, 44/14 
Falklands, Mount Pleasant Airfield’s 
construction, 49/28 
Farms, Urban farm design, Southwark, 
London Docklands, 37/12 
Federation of Civil Engineering 
Contractors: 
Campaign for increased public works 
spending, 33/5, 14 
Revised subcontract form, 38/13 
Federation of Master Builders: 
Annual conference, 40/10, 41/11 
cI ITB per —_ — levy opposition, 
27/9, 36/11, 4 
Firm aaa FMB logo, 48/13 
Labour-only subcontractors allowed to 
join federation, 41/11 
Medium and small-sized contractors’ 
workload survey, 43/15 
New president, annual conference 
address, 42/12 
Seeks place on NHBC finance 
committee, 41/11 
Fenchurch Street station reconstruction, 
40/13 
Fencing, Fencing Contractors Association 
quality assurance scheme, 46/97 
Financing construction work: 
Bleak prospects for local authority 
capital spending, 39/30-31 
Government housing improvement 
grants scheme, 35/20-21 
Property development, 30/28-29 
Finsbury Avenue offices, London, 27/24 
Firecheck sealant for asbestos (Liquid 
Plastics), 50/55-56 
Fires: 
Computer modelling to predict fire 
spread, 39/53 
Computerised integrated fire security 
systems, 98/100 
Falklands hospital, causes, 40/13 
Fire control and security, In Building 
series, 38/95-100 
Fire and security systems, 38/96-99 
German fire standards, 45/66 
Oxford Street tube station, 48/7 
Portable fire extinguishers, British 
Standards registration scheme, 50/54 





York Minster, 28/10, 29/11-12, 31/9 
Fisk, Charles, new FMB President, 42/12 
Fisk, Dr David, appointed to DOE Central 

Directorate of Environmental 

Protection, 38/13 
Flexifix, stainless steel fixing for cladding 

panels, 35/26 
Floors: 

Floor finishes, product update, 40/45-59 

Floor screeds, information paper, 40/85 

High-Tech floors for TV studios, 39/73 
Flyash, uses for building products, 40/85 
Forecasts: see also Statistics 

Building and Civil Engineering EDC, 

output and housing, 51/10 

Construction output, 1983-86 (BMP), 

31/14, 48/15 

Construction to 1990, NEDO report, 

42/15 

Croudace, output forecast, 48/15 

Economic review, 27/29-33 

European construction, downturn for 

1985 predicted, (Euroconstruct 

conference), 51/10 

Fears of workloads fall in 1985-86, 40/15 

Job prospects in construction (CBI), 

45/14 

Savory Milln, 27/16 
Formaldehyde controls, West Germany, 

38/12 
Forum on housing, set up by Housing 

Centre Trust, 51/15 
Foster Associates, out of court settlement 

for faulty roofs, Bean Hill Estate, 43/7 
Fothergill and Harvey closure of 

fabrication unit for tensile structures, 

33/11 
Foxgate (Construction) Ltd, new design 

and build company, 35/11 
France: 

Construction worker killed in protest 

against Pirault and Sons, 46/9 

Paris, Bastille Opera scheme, 33/12, 

40/13 

Paris, Eiffel Tower modernisation, 44/9 

Paris, Le Geode steel sphere cinema, 

50/11 

Paris, Palais Omnisports, repairs, 31/11 

Paris, Pompidou Centre, refurbishment 

programme, 39/10 

Timber-frame building programme, 

41/12, 66-67 

Fraud see Corruption 

Free Trade Wharf, Environment 
Secretary's sanction of redevelopment 
opposed, 35/8 

Fulham power station collapse: 
Demolition contractors on trial, 51/8 
Twokilled, 28/9, 31/9 

Furniture, Milan Furniture Fair, 42/19 


G 


Gablecross, Free Trade Wharf 
redevelopment scheme, 35/8 
— Ltd, headquarters, Weybridge, 
5) 
Gang-Nail, Redland Construction 
software see Computers in construction 
Garden festivals: 
Liverpool, 29/14, 34/31-38, 36/13 
Plans for Stoke in 1986, 36/13, 42/11 
Sites chosen for 1988 and 1990, 46/10 
Stoke 1986, architects’ scheme, 49/11 
Gas, British Gas annual R & D Digest, look 
at trends, 43/66 
Gateshead: 
Metro songs Centre, Tyneside 
Enterprise Zone, 34/11, 49/9 
Sports stadium project, ‘48/9 
Venue for 1990 garden festival, 46/10 
Wylam Street retail development halted 
by contractor’s withdrawal, 49/9 
Geodesic domes, Nectar Homes, 36/33 
Gillingham ice rink, 45/11 
Glasgow: 
Bellway/District Council joint housing 
scheme, 37/13: 
Cambuslang Investment Park, 37/13 
City council house repair spending 
revolt, 43/13 
Council house study, 36/13 
Former deputy director of building and 
works wins appeal against dismissal, 
48/10 
Goodyear tyre factory site 
redevelopment, 47/11 
Home improvement report, 35/10 
Hutcheson Town E system-built flats, 
Gorbals, 38/12 
Parkhead Forge development plans, 
30/13 


Possil housing co-operative, 46/8 

St Enoch’s shopping complex, 27/14 
Venue for 1988 garden festival, 46/10 
lass: 





Glass Polymer Building Products, 44/73 
Glass safety standards, 29/12 
Low emissivity glass processing plant 
(Magnet Metals), 51/45 
Globe Theatre, Southwark, site dispute 
between council and developer, 46/9 
Gotham, Nottinghamshire, housing estate 
damaged by tornado, 32/12 
Government public expenditure: 
Capital spending cutbacks threat, 27/5, 9 
Capital housing receipt spending 
amounts to be cut, 51/8 
CBlannual conference support for 
higher infrastucture spending, 45/15 
Chancellors statement on public 
spending, 1985-1986, 46/4, 13 
Further local authority spending 
restraints expected, 51/8 
Treasury Chief Secretary's response to 
critics of Government capital spending 
policy, 48/24 
Gow, lan, Minister for Housing and 
Construction: 
Increased <— public spending 
not justifiable, 35/ 
Interviewed, 27/ 6-27 
Grand Hotel, Brighton, explosion, 42/10, 
43/9, 50/7 
Grants for construction see Financing 
construction work 
The Great British Housing Disaster, 
problems of system-built flats, 36/10 
Greater London Council: 
Asbestos, concern over dumping, 47/10 
Asbestos survey of housing stock, 34/12 
Battlebridge Basin, Kings Cross, 35/10 
Bredero scheme, Hammersmith 
Broadway, GLC takes council to court, 
41/7 
Coin Street site sold, 31/13 
Courage brewery site sold to Southwark 
council, 32/9 
Design-build pilot project, a success, 
48/11 


History of Architects Department 
homely house-building, 39/32-34 
Housing and technical services 
department, head, 29/33 
Housing Investment Programme 
submission, 31/12 
Legal advice sought over leaked DOE 
housing grant memo, 39/7 
Lorry ban proposals, 37/12 
Office development information unit, 
35/10 
Greater London Council abolition: 
Coopers and Lybrand report, high cost 
of abolition, 48/8 
DOE should involve itself in post-GLC 
arrangements, 48/4 
Future of road transport, consultation 
document, 35/7 
Green belt land, transfer of control to 
City of London Corporation, 28/10 
London green belt threatened by 
abolition, 50/9 
London Planning Commission to be set 
up after abolition, 42/9 
Maintenance projects to be vetted by the 
Treasury, 29/9 
Scientific Services Branch’s future, 
32/5, 47-49 
Thamesmead’s future, 49/11 
Greater London Enterprise Board: 
Diorama cinema, Regents Park, money 
for refurbishment, 38/9 
Green Belt see Housing land 
Group of Eight: 
Meeting with Chanceilor refused, 43/11 
Seek local authority capital spending 
meeting with the Chancellor, 37/5, 42/13 
Grovelands House, London, future, 42/13 
— Treatment Protection Trust, 
34/1 


H 


Hanson Trust, brickworks shut, 28/14 
Harlow Town Hall repairs, 45/11 
fealth and safety: see also Accidents on 
construction sites 
Accidents at work legislation, 30/31 
Engineers’ site safety responsibilities, 
49/26-27 
Formaldehyde controls, West Germany, 
38/12 


Health scares and assessing risks, 


Lead, DOE drops tighter controls on use 
of lead plumbing fittings, 46/8 
Lead-based products, 46/25 
Sick building syndrome assessed, 45/67 

Health and Safety Executive: 

— control limits introduced, 31/5, 


Asbestos information package, 41/7 
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Asbestos, malpractice among licenced 
stripping firms, 42/9, 43/13 
Buckingham Hotel, investigation into 
collapse, 40/7 
Escalators guide, 39/75 
Excavators used as cranes guide, 37/13 
Fulham Power Station, prosecution 
brought against demolition firm, 31/9 
Health and safety inspectors, numbers 
cut, 32/15 
“Slip, trip and fall” campaign, 48/11 
Heat recovery see Energy 
Heating: 
Domestic heating product update, 
27/69-82 
Heat pumps, Jago by Ensertec, 29/52 
Heat pumps, Trace Ltd, 49/69 
Heating and Electrical, current prices see 
Cost File 
Heatkeeper Homes, timber-frame homes 
with Rexovent heat recovery 
ventilation, 48/41 
Heights of Abraham, cable car, Matlock, 
33/29 


Herald’s Place mews, Kennington, 28/13 
Historic Buildings & Monuments 
Commission: 
Call for VAT zero rating to help 
conservation, 31/10 
Chief planner appointed, 50/12 
History of construction: construction 
history groups, 37/51-53 
Holland see Netherlands 
Home extensions see Home improvement 
Home improvement: 
BEC builders’ payment reform 
recommendations, 45/9 
Bristol City Council housing grant cash 
crisis, 46/7 
Delays in grant payment by Rhondda 
Borough Council, 34/12, 36/13 
DOE leaks Treasury plans to cut housing 
repair grant, 36/12 
Fears of housing grant curtailment and 
introduction of means testing, 33/11, 
34/12 
Future of housing improvement grant 
considered by government, 29/14 
Glasgow leads the field inhome 
improvement, 35/10 
Government's proposals for change, to 
be published, 48/10 
Grants misused by London and Tyneside 
Properties, 45/9 
Grants to be means-tested, 42/17 
Housing improvement grant scheme 
assessed, 35/20-21 
Improving our homes, National Home 
Improvement Council, 49/10 
Home ownership predicted to rise to 75% 
in UK by year 2000, 51/9 
Hongkong and Shanghai Bank: 
Building on site, 27/42-49 
Future maintenance plans, 45/36-37 
Hospitals: 
Birmingham hospital building 
programme report, 50/12 
Blackheath private hospital, 29/41-44 
Charing Cross accident and emergency 
unit, 43/39-46 
Charing Cross Medical Research 
Centre, London, 42-16 
CLASP-built Algerian hospitals, 
49/70-71 
Colchester, construction delays, 27/11 
Courtyard hospital, Dorchester, 28/14 
Hospice, Newcastle, 30/13 
Lambeth community care centre, 
29/41-44 
Lister Hospital refurbishment, 48/13 
Liverpool Park hospital, restoration, 
32/17 
Mold Community Hospital, 45/39-46 
Morriston Hospital, Swansea, 50/16 
North Tyneside General, 40/13 
Royal Devon and Exeter, suffering from 
“concrete rot”, 45/7 
St George’s, London, defects, 40/10 
Hotels: 
Bodysgallen ry Llandudno, North 
Wales, 30/35-4 
aia Hotel collapse, London, 
40/ 
Grand Hotel, Brighton, survey after 
explosion, 42/10, 43/9, 50/7 
Hilton refurbishment, 27/11 
Post House, Impinton, Cambridge, 
28/37-44 
Sheraton Hotel design, Brighton, 36/9 
House-Builders’ Federation: 
Criticise Kent Council's structure plan, 
32/15 
Director criticises timber-frame housing 
campaign, 48/7 
Disquiet over building societies’ wider 
role, 45/15 
Local authority structure plans and 





housing demand, 31/5, 9 
New president, inaugural speech, 50/13 
Timber-frame checklist, 37/10 

spe of Lords, newly restored ceiling, 
42/1 

House prices see Statistics 

Housing: 
AMA housing defects study, 48/9 
Barratt, reduction in house sales and 
profits, 38/2 
Bellway 1920s flat refurbishment for 
home ownership, Newcastle, 42/12 
Blue Circle system-built concrete 
houses, 42/9 
Bovis Homes to close Scottish Office, 
44/8 
Bulb houses, Netherlands, 32/15 
Camden Council seeks to borrow from 
Government, 45/13 
Christchurch, Lancaster Gate, 
conversion to luxury housing, 42/34-35 
Council house sale receipts drop, 43/13 
Department of the Environment housing 

‘ant memo leaked, 39/7 
ast Kilbride new town, Scotland, new 
housing development proposals, 34/9 
Elm Village, Camden, 47/39-46 
Elmslie Point design-buiid project, 48/11 
Flower and Dean Estate, London, 31/13 
Geodesic domes, Nectar Homes, 36/33 
Georgian housing, Highbury fields, 
London, 39/10 
Gifford Park, Milton Keynes, 
low-energy housing, 43/7 
Government cuts housing budget, 46/13 
Government subsidy for council 
demolition, 28/9 
Greater London Council Architects 
Department, history of homely housing, 
39/32-34 
Hardy cottages, Greenwich, 39/32 
Herald's Place mews, Kennington, 
28/13 
Holsworthy square rehabilitation, 
38/47-48 
Home energy audit scheme, 40/9 
House-buyers, characteristics, Bellway 
survey, 40/15 
Housing Centre Trust co-operative 
housing scheme awards, 49/8 
Housing Centre Trust to set up forums 
for debate on housing issues, 51/15 
Housing Corporation request to build 
homes for sale, 41/12 
Housing estate design, DOE 
improvement campaign, 43/13 
Inquiry into British housing, 33/13, 
36/12, 39/9 
Labour Party policies, 38/12 
Laing Superhomes traditional 
house-building kits, 42/17 
Land availability study, Kent, 34/13 
LDDC scheme, Elephant Lane, 
Rotherhithe, 33/9 
we Georgian housing neglected, 
/ 

Lonsdale Studios, Islington, 41/7 
Luxury housing development, West 
Kensington, London, 39/10 
Milton Keynes design-build housing 
competition, 47/10 
Motherwell, private housing 
developments, 38/13 
New homes — customer satisfaction 
survey, 28/13 
New Homes Marketing Board consumer 
questionnaire on house-builders, 46/9, 
47/27 
No-fines concrete system, 48/42-43 
Oldham, 30% of housing unfit to live in, 
33/10 
Possil Co-operative, Glasgow, 46/8 
Private housing development, Colston 
Village, Leeds, 39/11 
Pyramid houses, Netherlands, 36/10 
St Mary Almshouses conversion to 
sheltered housing, Winchester, 
41/34-35 
Scottish district councils housing needs 
campaign, 47/9 
Scottish Special Housing Association 
maintenance handbook, 47/10 
Scottish Special Housing Association to 
demolish its Orlit houses, 45/13 
Shelter, director interviewed, 42/29 
Sheltered housing advice note (BEC), 
38/11 
Sheltered housing, state of the building 
market, 33/16, 41/15 
Southwark council brewery site scheme, 
30/13 
Tower Street housing, Covent Garden, 
39/32-33 
Volume-builders wrong to concentrate 
on starter homes, 49/7 

Housing and Building Control Act, 
right-to-buy provision for tenants, 35/9 





Housing Centre Trust: 
Awards to co-operative housing 
schemes, 49/8 
Forum for debate on housing, 51/15 

Housing Cost Index, 27/33, 31/16, 36/17, 
40/17, 44/15, 49/14 

Housing Defects Bill see Parliament 

Housing land: 
Barratt loses appeal to develop 
Kensington Playing Fields, Ealing, 40/7 
Commons questions on sale of councils’ 
housing land, 49/10 
DOE circulars on green belts and land for 
housing examined, 32/26-27 
Environment Select Committee on 
eon belt and land for housing, 32/21 

cal authority structure plans and 

housing demand, 31/5, 9 
London's green belt threatened by 
abolition, 50/9 
Planning system threatened by demands 
for housing land, 48/11 
Scheme for transfer of GLC land to City 
of London Corporation, 28/10 
Tyne and Wear County Council seeks to 
extend green belt, 43/12 

Housing statistics see Statistics 

Howell, David, government capital 
assem cutbacks warning, 27/9 

Hungary, Budapest Opera House 
refurbishment, 39/29 

Hunstanton High School: 
Repairs, , 39/10, 41/9 
Swimming pool, 47/14 

Hunter & Partners, building surveyors, 
repair of problem system-built housing, 
46/97 

Hutcheson Town E see System building 


I 


IBM Trav _ Technological Exhibition, 
42/10, 43/2 
Ice rinks: 
poe ice rinks, special feature, 
30/23-27 
Chelmsford, Essex, 30:27 
Gillingham, Kent, 30 27 45 ll 
Lee Valley, London, !\\) 25-26 
Oxford, 30/26-27 
Streatham, London, 
West Swindon leisure 
In Building series: 
Fire and security, 38 95-100 
Paints and protective materials, 
51/27-33 
Structural steel, 46/59-66 
Structural walls, 29/75-81 
Thermal insulation, 33/41-46 
Transportation, 42/45-50 
Indicators see Building indicators 
Industrial building: 
Industrial Building Bureau, survey on 
investment in factory buildings, 50:16 
Industrial Building Supplement, 14 Dec 
1984 


0) 26 
entre, 30/26 


Infrastructure spending see Government 
public expenditure 

Inmos, second factory, Newport, 40/10 

Inquiry into British Housing: 
Association of Metropolitan Authonties, 
billions needed to avert housing cnsis, 
36/12 
House-Builders’ Federation, land 
shortages pushing up house prices, 
33/13 


Housing Corporation request to build 
homes for sale, 41/12 

Institute of Housing, slum clearance. 
39/9 


London Boroughs Association, urgent 
need for housing repair investment, 
47/10 

Institution of Structural Engineers, 
professonial chair in structural design, 
29/13 

Insulation: see also Energy 
Birmingham City Council ordered to 
insulate houses, 31/11 
Cavity wall “WTS major builders 
give up usingit, ; 
Celotex, Tovidantinber-heme 
insulation system, 31/35 
Dynamic insulation, 33/45 
Insulation materials, performance, 
33/44-45 
Insulation regulations, 33/46 
Low-energy brick and block housing, 
Gifford Park, Milton Keynes, 43/7 
Rockwool International, insulation 
seminar, 34/43 
Thermal insulation, benefits, 33/42-43, 
33/6*, 38/7* 
Thermal insulation, In Building series, 
33/41-46 

Insurance: 





BBA tested product scheme, 30/9 
Bristol & West, defects, 33/16 

Building Employers Confederation small 
works guarantee scheme, 40/9, 32-33, 
509 

Defects liability insurance needed in UK, 
34/5, 1 


Installation companies, guarantees 
should be underwritten, 34/10 
Latent defects, Law Reform Committee 
report, 49/10 
Warranty scheme for prefabricated 
reinforced concrete dwellings needed to 
implement Housing Defects Act, 49/7 
Wrigglesworth architects indemnity 
insurance scheme, 34/11, 41/9 

International Conference Centre, 
Westminster, 46/37-46 

International Council for Buildin 
Research, reassessment of S 
classification system, 39/76 

Interviews: 
Allen, Bill, defect analysis specialist, 
49/30-31 
Barry, Patrick, Joint Contracts Tribunal 
chairman, 37/32-33 
Derbyshire, Andrew, architect, 
31/24-25 
Gow, Ian, Minister for Housing and 
Construction, 27/26-27 
Roche, Fred, architect, 44/36-37 
Tombs, Sir Francis, chairman of Turner 
and Newall, 36/28-29 
Townsend, Geoffrey, RICS president, 
40/34-35 

Isleworth House, offices, Great West 
Road, London, 47/9 


J 


Jacob Kramer College of “ - Design & 
Technology, Leeds, 4 

Japanese worker's train wide 40/13, 43/5* 

Jehovah's Witnesses, new Kingdom Hall 
built, Colchester, 45/13 

Job trends, 30/83, 35/55, 39/118, 44/124, 
48/72 


Joint Contracts Tribunal see Contracts 

Jones, Peter, standing for RIBA 
presidency, 39/7, 40/12 

Jones, Robert, backbench MP 
interviewed with Chris Smith MP, 
28 28-29 


K 


Kielder Reservoir, Northumbria, a white 
elephant, 45/12 

King Saud University, Riyadh, 47/32-36 

Kingston Power Station, Surrey, asbestos 
stripping, 44/11 

Knightsbridge army barracks, defects 
survey, 50/9 

Korrugal, Swedish aluminium cladding, 
49/72 


L 


Labour and employment: 
Building for Youth scheme, construction 
company help for the unemployed, 51/15 
Self-employed labour makes up half the 
construction industry's workforce 
(DOE), 33/13 
Strike at L ondon Bridge City, 37/5, 9, 
46.7 ‘, 47/7 ‘ 
Trades Union ————. campaign to 
increase spending, 3 
Unions attack scaamiempeneelt fee system 
and campaign for direct employment, 
37 5, gy 
Women working in construction, 
36/25-26 

Labour Party conference, housing 
policies, 38/12, 40/9 

Lacon Floors, UK pioneers of US 
concreting technique, 46/98-99 

Lagan Cement, import terminal plans, 
Greenwich, 33/14, 38/9, 46/15 

Laing: 
Laing, Martin, to take over as chairman, 
46/15 
Laing, Superhomes subsidiary company, 
traditional house-building kits, 42/17 
Sir Maurice, construction fund-raising 
committee chairman for NSPCC 
centenary appeal, 29/36 

Lancashire Council, ban on builders using 
South African equipment, 27/9 

Land see Housing land 

Land Authority for Wales see Planning 

Land Registry, understaffing causing 
delays, 32/15 

Landscaping, Liverpvol International 
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13Jul 12 Oct 
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28 Se’ 
* Denotes letter to the Editor 


Garden Festival, 34/31-38 

Larsen Nielsen flats see System building 

Latent liability see Insurance 

Latham MP 
100th edition, look back, 30/19 
CBI report on infrastructure, The fabric 
of the nation, 41/25 
CIOB efforts to raise public awareness 
of construction, 28/23 
Environment Select Committee on 
green belt and land for housing, 
cmiticisms, 32/21, 34/19 
House-builders under attack in the 
shires, 50/21 
Land Authority for Wales reviewed, 
37/21, 39/23 
Private funding for public sector work, 
48/22 
Property Services Agency 
irregularities, 43/21 
Tackling unemployment — nowa 
Government pnority, 46/21 

Law (Lloyd and Reese): 
1984 review of the year, 51/20 
Arbitration Act, 37/22 
Commercial dealings between friends, 
lessons to be learnt, 39/24 
Contributory negligence claim, 
University of Manchester precinct 
centre, 43/22 
Creditors’ nght for compensation, 28/22 
Damages and breach of building 
regulations, 50/22 
Distribution of responsibility for 
damages, 30/20 
Ketteman v Hansell Properties Ltd, 
complex housing defects case, 34/18 
Negligence claims against local 
authontties clarified by House of Lords 
decision, 45/24 
Plain English for lawyers, reviewed, 
32/22 


Precedent prevents fair compensation, 
47/22 
Reform of civil procedures, 41/24 

Law Reform Committee report on latent 
— 49/10, 50/4 


DOE drops tighter controls on use of 
lead plumbing fittings, 46/8 
Health risk of lead-based products, 
46/25 
Lead Contractors Association set up, 
38/58 
Lead in paint campaign, 29/12 

Leaders: 
1984 Achievements of the institutions 
and federations, 51/4 
Alternative Method of Management, 
44/4 
Asbestos, Health and Safety Executive, 
new control limits, 31/5 
British Board of Agrement, insurance 
for certificates, 30/5 
Building Computer 
Technology/Building Technology 
sections launched, 39/4 
Building Employers Confederation 
guarantee scheme for small works, 41/4 
Building and surveying departments 
threatened, 40/4 
Chancellors’ statement, public 
expenditure, 1985-86, 46/4 
CIOB Project Management awards, 
43/4 
Civil engineering industry campaign for 
increased public spending, 33/5 
Construction equipment manufacturers, 
NEDO report, 29/5 
Contractors squeezed, 47/4 
Co-ordinating Committee for Project 
Information (CCPI), 42/4 
DOE should involve iteelt in post-GLC 
arrangements, 48/4 
DOE/Treasury divide — construction 
suffers, 30/5 
Education of building professionals, 35/4 





Employment levels, research needed, 
45/4 

Federation of Master Builders 
opposition to CITB per capita training 
levy, 41/4 

GLC abolition, fate of Scientific Services 
Branch, 32/5 

Green belt and local authority structure 
plans, 31/5 

Group of Eight seek local authority 
capital spending meeting with the 
Chancellor, 37/5 

Housing a and construction minister's 
role, 27/5 

Infrastructure spending, 27/5 

Latent defects, insuring against them, 


34/5 
Latent defects, Law reform Committee 
report, 50/4 
Local authority spending moratorium, 
28/5, 29/5, 36/5 

Miners’ strike, lessons for the 
construction industry, 37/5 
National Building Agency private 
practices, 46/4 
National Gallery extension, 39/4 
New orders mise, 35/4 
NHBC appointment of new chairman and 
future role, 45/4 
Policy Studies Institute infrastructure 
spending report, 44/4 
Private finance for road building, plans 
abandoned, 32/5 
Public works, spending increase 
needed, 42/4 
RIBA conference, profession's image, 
28/5 
RIBA, putting it back on course, 49/4 
Simplified Planning Zones, DOE 
discussion document, 38/5 
System-built housing, call for the 
government to set up a central defects 
investigation unit, 36/5 
Technical training in the building 
industry BEC/CIOB, 47/4 
Timber-frame promotion campaign 
launched, 40/4 
Top 50 contracting companies, 34/5 
VAT onnew construction, EEC 
deadline, 43/4 
Volume builders, end to period of their 
growth? 38/5 
Youth Training Scheme’s successful first 
year, 33/5 

Lectures see Conferences and courses 

Leech, William: 
Chairman removed, 37/11 
Ex-chairman sets up new company, 
48/14 

Leeds: 
City Council invites DOE to discuss 
system-built housing stock, 45/9 
City Council short of skilled craftsmen, 
38/13 
Flooding problems, improvements to 
drainage needed, 49/11 
Jacob Kramer College of Craft Design 
and Technology, 43/11 
Playhouse design competition, 45/7, 
46/10 
Repair solution to problem system-built 
housing, 50/12 
St George House offices/shops 
development, 36/12 
Yorkshire Bank headquarters wins 
RIBA award, 32/28 

Legal cases: 
Anns v London Borough of Merton, 
45/24, 50/22 
Antios Compania Naviera SA vSalem 
Redenerna AB, 37/22 
Basildon v Lesser, 43/22 
Bournemouth District Council and the 
NHBC, 27/15 
Building firm fined for misuse of FMB 
logo, 48/13 
Demex Ground Engineering prosecuted 
for storing explosives, 32/11 
Eames London Estates Ltd v North 
Hertfordshire District Council, 50/22 
Edwin Hill and Partners v Leakcliffe 
Properties Ltd and Pulver, 39/24 
Electricity Supply Nominees issue 
second wnit against Richard Ellis, 46/9 
Glasgow former deputy director of 
building and works wins appeal against 
dismissal, 48/10 
Hooberman v Salter Rex, 47/22 
Injured roofer awarded damages against 
Topek Roofing Ltd, 33/13 
John Laing Construction Ltd v County & 
District Properties Ltd, 42/21 
Ketteman v Hansell Properties Ltd, 
judgements, 34/18 
Perry v Tendring District Council, 50/22 
Phillips v Ward, 47/22 
Rimmer v Liverpool Council, 33/7* 





Scotland Yard cladding defects, 38/10 
Sparham-Souter v Town and Country 
Developments, 41/9 
Taylor Woodrow Construction 
(Midlands) Ltd v Charcon Structures 
Ltd, 50/22 
Thomas v Hammersmith Borough 
Council, 39/24 
Wates Ltd v GLC, 40/30 
Leicester Square leisure complex 
scheme, 46/10 
Leisure centres see Sports centres 
Letters: 
ACA not opposed to RIBA employment 
guide, 51/5 
Aerated concrete block investigation by 
NHBC, 51/5 
Aerated concrete blocks for external 
walls, 27/7 
Aerated concrete blocks for footings, 
35/5 
American architects losing work to 
desigr/build firms, 45/5 
Bad concrete due to bad workmanship, 
45/5 
Balfour Beatty Construction finance 
scheme, 28/7 
BPF Form of Building Agreement, 
adjudication process, 34/7 
Bntish Board of Agrement, finances 
improving, 32/7 
Bntish Rail refurbishment programme 
cniticisms, 37/7 
Building : Appointments salary misprint, 
42/7 
Building control officers detail demands 
on plans before approval, 27/7 
Building control officers and trees as 
revere information for assessing plans, 
29/7 
Building control staff should be 
professionally trained, 33/6 
Building regulation training for 
architects, 31/7 
Building services, lack of interest in ajob 
advertisement, 38/7 
Built-in cavity insulation, correct 
methods of construction, 33/7 
Camden Council's opposition to planning 
loophole, 49/5 
Cavity walls, advantages « 
whole cavity, 39/5 
Cavity walls, arguments aguinst bridging 
the cavity, 39/5 
Cavity walls, facework or inner leaf 
leading? 27/7, 28/7 
Cavity walls, moisture bridges via 
mortar joints, 28/7 
Cavity walls, water penetration 
problems, 38/7, 42/7 
CCPI “common arrangement” for 
structuring contract documentation 
offers no benefits, 47/5 
Certificate of readiness to proceed to 
tender, 30/7 
Challenge to produce a eer 
watertight roof, 33/6, 37/ 
Christmas wine offer oui by dead 
birds, 46/5 
Consortium developments, local 
opposition to house-building p!ans, 37/7 
Council house sales discount to tenants 
too big, 44/5 
Council house sales, tenant already paid 
inrent, 50/5 
Day release building degree course, 39/5 
Death of Sir Frederick Lea, former CIB 
president, 31/7 
Design and build fosters team spirit, 48/5 
DLO’s contributions to construction 
industry training, 41/5 
Drainage control, 33/6, 34/7, 36/7 
Facilities for the disabled, 40/5 
Faslane nuclear submarine facility's 
expansion, 27/7 
Federated Employers Press manager 
appointment, 39/5 
Festival of Architecture illustrated 
report planned, 46/5 
Floor heat loss, 30/7 
GLC architectural library to be lost 
through abolition, 50/5 
Grovelands House, Southgate, future, 
44/5 
Heating and Ventilating Contractors’ 
Association subeconomic tendering 
problem, 40/5 
Historic Buildings and Monuments 
repair of Bourn Mill, 31/7 
Housing land supply predictions, 27/7 
Ice rinks, mechanical services 
contractors, 35/5 
Inaccuracies in Building NHBC article, 
31/7 
Industry’s need for joint education, 50/5 
Insulation systems, greater heat gains 
than losses, 33/6 


illing the 





Japanese worker's trainjourney, 43/5 
JCT Form with Contractor's Design, 
design liability, 35/5 

JCT Intermediate Form of Contract 84, 
architects/QS's involvement in the 
subcontract, 51/5 

Killick, Sir Alexander, 47/5 

Lack of interest in building services job 
advertisement, 38/7 

Liberal/SDP Alliance platform in 
Building, 30/7 

London Community Builders, the GLC 
maintenance branch, threatened by 
abolition, 33/6-7, 35/5, 39/5 

Lovell prizewinning trainees, 44/5 
Luder’s article “the great British housing 
eal should be read by politicians, 
45/ 

Materials manufacturers, CPD events, 
request for readers’ comments, 42/7 
a surgery entrance unsafe? 
29/7 

NBA, Haverstock Associates, 
architects, 49/5 

New building regulations and Secretary 
of State's determinations, 32/7 
Nomination procedures important, 51/5 
Norman Insurance Company's decennial 
defects policy, 49/5 

Off-the-job training, a neglected 
educational element, 37/7 

Plastic ice rinks, 43/5 

Polytechnic building degree course 
statistics on graduates’ employment, 
40/5 

Poor English among Buildingletter 
writers, 43/5 

Portland stonemasons, 39/5 

Price to be paid for continuing planning 
system safeguards, 46/5 

Private house-building standards must 
be maintained, 47/5 

PSAs reasons for adopting RIBA fee 
scales, 32/7 

Purpose Built Ltd, experience in 
timber-frame housing, 41/5 

Regional planning policy constructed 
round structure plans is wrong, 33/7 
Renway Homes, not Barratts, voted top 
by new home buyers, 49/5 

Retirement housing market 
competition, 46/5 

RIBA Drawings Collection 
misrepresented, 48/5 

RIBA presidential contest, PeterJones 
not a lame duck, 43/5 

RIBA’s role re architects, ebbing public 
image, 29/7 

Rimmer v Liverpool Council may raise 
roofing standards, 33/7 

RMJM, architects design policy for the 
disabled, 42/5 

Role of the public sector in the 
architectural profession, 46/5 

oT white a better colour than black, 
37/7 

SAAT forms group to assess potential 
approved inspectors, 30/7 

rc members' role and the RIBA, 
42/5 

Selling to architects, 45/5, 47/5, 48/5 
Sexual inequality in construction, 39/5 
Simplified planning, system has 
worsened, 44/5 

SMM, oversimplified, 45/5 

Society of Surveying Technicians, 
qualifications, 36/7 

Spelling variations, 42/7 

Stolport’s developer, London 
Docklands, 32/7 

Structural steel system, advantages at 
Blackheath Hospital, 35/5 

Swede Beam in situ cast concrete frame 
system for car parks, 36/7 

Telford Development Corporation ice 
rink, 47/5 

Tensile structures, Clifton Nurseries, 
Covent Garden the first, 36/7 

Tensile structures, designs by Buro 
Happold, engineers, 34/7 

Thermal insulation benefits for housing, 


Timber-frame supplement, picture 
printed wrong roof, 43/5 

Training future site supervisors and 
managers, 48/5 

Treasury Chief Secretary's explanation 
of Government's capital spending policy, 
inept, 50/5 

Underground station redecoration is 
“debasing”, 30/7 

Unemployment and lack of national 
investment in construction, 31/7 
United action for contracts, 42/5 

Use of single skin aerated concrete 
blocks as external walls, 31/7 

U-value measurement problems with 
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windows, 37/7 
VAT is a tax on energy conserv ation, 
aw chairman's attack on 
Government policy praised, 46/5 
Women in the building industry, 34/7 
World in Action timber-frame TV 
programme, damage done, 40/5 
Wrigglesworth’s detects insurance 
— 43/5 sea 
rans ion 
ivang control systems, 27/52 
a. ham staff expelled from Nigeria, 


unened 
Albert a a Building on site, 33/30-33 
Albert Dock, tall ships arrival, 31/9 
“City centre blues” proposals for 
reviving city centre, 34/26 
Georgian housing stock neglected, 35/9 
International Garden Festival, hard 
landscaping, 34/31-38 
International Garden Festival site’s 
future, 29/14, 36/13 
Myson Combustion Products opens new 
factory, 34/46 
Piggeries tower blocks, horticultural 
plan, 31/13 
University Building Engineering 
Department threatened with closure, 
40/11 

Livingston: 
NEC Semiconductors, plans for asecond 
factory, 38/9, 44/8 

Livingstone, W L Gore and Associates fast 
track factory, 36/13 

Lloyd’s headquarters, Lime St, London: 
Building on site, 38/30-37 
Topped out, 29/22 

Lobbying Westminster for construction, 
successes and failures, 45/31-32 

Local authority spending: 
AMA meeting with DOE, further cuts 
likely in councils’ capital receipts 
spending, 49/7 
Bleak prospects for local authority 
capital spending, 39/30-31 
50% fall in capital spending since 1979, 
37/15 
Moratorium on construction capital 
spending threatened, 28/5, 12, 29/5, 9, 
30/10, 34/14, 36/5, 9 
“Voluntary” moratorium on capital 
spending, 39/7 

London see also Docklands: 
ABC cinema, Fulham Road, 50/7 
Aldgate East sports and conference 
centre, 37/10 
Alexandra Palace restoration, 39/8 
Battlebridge Basin, Kings Cross, 35/10 
Battersea power station conversion to 
theme park, 27/11 
Bedford college, sale of Regents Park 
site, 34/12 
6 Belgrave Square refurbished, 32/11 
Billingsgate redevelopment, Tower 
Bridge, 42/15 
Bishop’s Bridge redevelopment 
scheme, 28/9 
Bournes department store, Oxford St, 
27/15, 42/13 
Bredero scheme, Hammersmith 
Broadway, 41/7 
British Airways terminal, Cromwell 
Road, 31/14 
British Museum, repainting, 38/13 
Brunel University Faculty of Social 
Science, 39/14 
Buckingham Hotel collapse, 40/7 
Butler’s Wharf, South Bank, 44/32-35 
Ceylon Tea Centre, Regent Street, 47/8 
Chancellors Wharf, Hammersmith, 
43/12 
Charing Cross Hospital, 42/16, 43/39-46 
Christchurch, Lancaster Gate, 
conversion to housing, 42/34-35 
Coin Street, 51/7 
Coliseum theatre refurbishment, 29/14 
Courage Horselydown brewery site, 
South Bank, 44/32-35 
Covent Garden, Jubilee Hall scheme, 
30/10 
Diorama cinema, Regents Park, 38/9 
Elm Village, Camden, 47/39-46 
Elmslie Point housing design-build 
project, 48/11 
Embankment tube station refurbishment 
scheme, 30/12 
Fenchurch Street station 
reconstruction, 40/13 
Fulham power station collapse, 28/9 
Fulham shopping centre, plans, 42/13 
Globe Theatre, Southwark, 46/9 
Gracechurch street offices, 50/9 
Grand Buildings site, Trafalgar Square, 
43/13 


Grovelands House, future, 42/13 





Hammersmith bridge repairs, 38/13 
Holsworthy Square. housing 
rehabilitation, 38/47-48 

International Conference Centre, 
Westminster, 46/37-46 

—— army barracks, defects, 
50/9 

Leicester Square leisure complex, 46/10 
Lister Hospital refurbishment, 48/13 
Lloyd’s headquarters, Lime St, 29/22, 
38/30-37 

Lonsdale Studios, Islington, 41/7 
Luxury housing developrnent, West 
Kensington, 39/10 

Metropolitan Police Property Services 
Department, 42/41-42 

Milner Square, Islington, repro 
architecture, 36/36-37 

National Gallery extension rejected by 
Environment Secretary, 39/9 

National Gallery, new room, 34/13 
National Theatre, maintenance budget, 
50/7 

Olga Road Primary School, conversion 
to housing, 35/16-17 

Oxford Street tube station fire, 48/7 
Piccadilly Circus road improvement 
scheme and removal of statue of Eros for 
repairs, 32/11 

Regent's Park zoo, first permanent 
tensile structure (Bovis Coverspan), 
32/12 

Richmond Bridge redevelopment, 
40/13, 46/11 

Richmond Terrace, Whitehall 
restoration, 40/9 

Royal Agricultural Hail conversion 
schemes, 37/10, 51/8 

Royal Exchange Building refurbishment, 
49/10 

Royal Opera House extension, Covent 
Garden, 27/14, 36/9, 46/11 
Sainsbury's Homebase House and 
Garden Centre, Catford, 43/32-33 

St George's Hospital, Hyde Park, 
defects, 40/10 

Scotland Yard cladding defects, 38/10 
Seven Dials site, Covent Garden, 45/9 
South Bank, Cedric Price scheme, 38/13 
Stockley Park, Hillingdon, 48/8 
Stratford office village, 34/9 

Tate Gallery, second extension, 30/10 
University College, repro architecture, 
36/34-36 

Wembley stadium redevelopment plans, 
31/11 


Whiteleys department store, 40/11 
London Boroughs Association, urgent 
need for housing repair investment, 

7/ 


47/10 
London Brick, sharp brick price rises, 
47/13 


London Building Exhibition, 27/57, 39/75, 
40/22, 101-104, 42/91-96 
London Docklands Development 
Corporation see Docklands 
London Industrial Building Group 
industrial renovation studies, 50/29 
London and South East Regional Planning 
Conference (Serplan), report, 33/12 
London Transport: 
Embankment station refurbishment, 
30/12 
Office building over tube stations, 44/11 
Lorry noise controls, 37/12 
Luder: 
Architects, trend towards forming 
limited liability companies, 31/19 
Architectural training neglects technical 
skills, 36/21 
British Property Federation building 
design systems, 27/21 
Building ceremonial events, 40/27 
Great industnalised housing disaster’s 
lessons, 43/23 
Hard facts needed to lobby for 
construction, 47/21 
JCT Intermediate Form of Contract 84, 
49/21 
Public does not hate all modern 
buildings, 33/19 
RIBA leadership contest, 29/21 
Self-help for the construction industry, 
38/23 
Selling to architects, 45/23 
Lyall (Sutherland Lyall): 
Repro architecture, 35/14 
Sir Denys Lasdun and Richard Seifert, 
44/24-25 


M 


McBroom, Sally, painter and decorator, 
36/26 

McCarthy & Stone: 
Retirement homes market, 33/16, 





41/15: 
Tax benefit purchasing scheme, 48/15 

McIntosh, Neil, director of Shelter 
interviewed, 42/29 

Magnet Metals, new low emissivity glass 
processing plant, 51/45 

Mallinson-Denny: 

Acquires Nevis Building supplies, 34/13: 
Timber depots, 37/15 

Management fee contracting, system 
attacked by Trades Unions, 37/5, 9 

Manchester: 

Arndale centre refurbishment, 49/8 
Granby House warehouse conversion to 
flats, 47/11 

Housing stock in serious disrepair, 39/8 
International Airport redevelopment, 
new control tower, 33/15 

Trafford Park industrial estate facelift, 
45/13 

YMCA modernisation plans, 46/15 

Manpower Services Commission, new 
chairman appointed, 43/13 

Mansion House Square, city of London, 
inquiry concluded, 27/11, 28/10 

Manston Construction halts Gateshead 
retail scheme by withdrawing, 49/9 

Marchwiel: 

Restructuring and possible name 
change, 49/15 
Staff expelled from Nigeria, 33/9 

Marine base modernisation, Condor, 
Scotland, 47/11 

Marley, chairman to resign, 51/11 

Mary Rose tudor gt to be tilted 
upright in its dock, 51/8 

Mastic asphalt, applications, 33/35 

Measured rates see Cost File 

Medium-sized construction companies hit 
hard by recession, 28/15 

Meier, Richard chosen to design Getty 
fine art institution, California, 45/9 

Membranes (British Sisalkraft), 28/54 

Mergers: 

Cole Cranes and Grove Manufacturing, 
45/1 
Comben and Ideal Homes, 45/14 

Metropolitan Counties abolition: 

Coopers and Lybrand report. highcost 
of abolition, 48/8, 50/7 

Metropolitan Police Prope 
Department, building in 
42/41-42 

Middlesbrough, Webb building 
restoration, 37/11 

Millwood, Michael, BEC president 
protests over reported public housing 
cuts, 45/7 

Milton Keynes: 

Burroughs education centre, 32/33-42 
Institute of Chartered Accountants 
offices, 44/7 

Low — housing project, Gifford 
Park, 4. 

Milton ~ Adil Development Corporaticn: 
Design-build housing competition, 47/10 
Out of court settlement for faulty roofs, 
Bean Hill estate, 43/7 

Mold Community Hospital, building 
dossier, 45/39-46 

Moratorium threat to public sector 
construction work, 28/5, 12, 29/5, 9, 
30/10, 34/14, 36/5, 9 

Mortgage subsidies, 29/16 

Motherwell, private housing 
development, 38/13 

Motorways see Roads 

Mowlem awarded Docklands Light 
Railway contract, 35/9, 11 

Murray, Peter, editor of R/BA Journal, to 
leave post, 35/8 

Museums and Art Galleries: 

Architectural museum, Frankfurt, 47/20 
Bnitish Museum, repainting, 38/13 
Southampton Museum of Aviation, 43/9 
mens Stuttgart, Stirling lecture, 
RIBA, 42/21 

Victoria and Albert museum repairs. 


28/12 


ty Services 
ractice, 


Myresjo modular timber-frame system, 
28/15 

Myson Combustion Products, opens new 
factory, Kirby, Liverpool, 34/46 


N 


National Building Agency private 
practices, building in practice, 46/4, 
30-31 

National Cavity Insulation Association 
campaign to lower statutory U-Values, 
51/7 

National Council of Building Material 
Producers, construction output 
forecast, 1983-86, 31/14, 48/15 

National Economic Development 





Organisation, Construction to 1990 
building and civil engineering edc report, 
42/15 

National Federation of Housing 
Associations inquiry into Bntish housing 
see Inquiry into British Housing 

National Gallery, London: 
Extension scheme rejected by 
Environment Secretary, 39/4, 9 
New room, 34/13 

National Home Improvement Council, 
Improving our homes, 49/10 

National House Building Council: 
Asbestos finishes banned, 32/15 
Block wall defects, survey shows 
defects are widespread, 49/8 
Defective flats test case against 
Bournemouth District Council, 27/15 
Director-general interviewed, 30/22 
FMB place on finance committee, 41/11 
New chairman appointed, 44/7, 45/4 
Prime minister, annual luncheon guest 
speaker, 45/7, 51/9 
Structural defects, cost of this year’s 
claims, 49/7 
Warranty scheme for prefabricated 
reinforced concrete dwellings, 47/7, 
49/7 

National Housing and Town Planning 
Council (NHTPC), conference, 46/20 

National Joint Consultative Committee 
chairman discusses Banwell Report, 
47/20 

National Society for the Prevention of 
Cruelty to Children, centenary appeal, 

29/36 

Nectar Homes, geodesic dome housing, 
36/33 

NEDO Indices, see Price adjustment 
indices 

Netherlands: 
Bulb houses, 32/15 
Pyramid houses, 36/10 
Rotterdam, Strategtes tor urban revival 
international conference, 48/28-30 


New Builders Merchant to be launched, 


50/9 

New Homes Marketing Board, Consumer 
questionnaire about house-builders, 
results, 47/27, 49/5* 

New towns: 
Bill to wind down new towns, 48/28 
Commission for the New Towns, 
privatisation programme a success, 

6/10 


Corby shopping centre refurbishment 
plans, 39/8 
Scottish new towns to continue to 1995, 
48/10 
Newark town centre development, 40/11 
Newcastle: 
Bellway 1920s flat refurbishment for 
ownership, 42/12 
Call to curb out-of-town shopping 
development, 43/12 
Home improvement grants misused, 
45/9 
Nigeria: 
FJC Lilley staff expelled, 34/14 
Marchwiel staff expelled, 33/9 
UK firms’ contracts, 47/14 
Nissan: 
Car factory, Sunderland, design and 
manage project, 27/13, 29/13, 30/13, 
Car plant, Washington, Tyne and Wear, 
44/11, 46/11 
Noise: 
Acoustics in building seminar, 43/63 
Assessing noise levels, 35/24 
Lorry noise controls, 37/12 
Noise control, British Standard 5228 
revised, 27/15 
Noise reduct ion, Health and Safety 
Executive report, 27/52 
Wimpey, new acoustic chamber, 51/45 
Northaird Point, Trowbridge Estate, 
Hackney to be blown up, 46/7 
Nottingham: 
Bison estate needs urgent repairs, 
7/10 
Castle paving project, 34/13 
Housing land shortage, 48/11 
Nuclear shelter plan, Peterborough, 29/14 


O 


Oasys (Ove Arup systems) see Computers 
in Construction 

Obituaries: 
Kerensky, Dr Oleg, civil engineer, 
27/19 


Lea, Sir Frederic, former Building 
Research Station director, 29/14 
Office of Fair Trading, Consumer 
guarantees, report, 34/10 
Offices: 
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Building, July to December 1984 
Issue Date Issue Date 


no 
5 Oct 
12 Oct 
19 Oct 
26 Oct 
2 Nov 
9 Nov 
16 Nov 
23 Nov 
30 Nov 
7 Dec 
14 Dec 
21/28 Dec 


6Jul 
13Jul 
20Jul 
27 Jul 
3 Aug 
10 Aug 
17 Aug 
24 Aug 
31 Aug 
7Sep 
14Sep 
21Sep 
k 28 Sep 
* Denotes letter to the Editor 


Ashfield District Council, 
Nottinghamshire, 44/14 
Beacon 27, Eastleigh, 38/17 
Blue Circle headquarters, Aldermaston, 
40/15, 42/38-40 
Broad Street Place conversion, London, 
36/11 
Bury Court House, City of London, 
29/17 
Central London office trends, 47/13 
Charles Church, Venetian-style 
headquarters, Camberley, 49/7 
City of London office demand, survey of 
trends, 33/16 
Drummond Gate, Millbank, London, 
27/9 
Finsbury Avenue, London, 27/24 
Gallagher Ltd headquarters, 
Weybridge, 51/8 
Government buildings, Truro, 33/16 
Gracechurch Street, City of London, 
50/9 
Habitat warehouse, Wallingford, 45/12 
Institute of Chartered Accountants, 
Milton Keynes, 44/7 
Invicta Plaza, Blackfriars Bridge, 
London, 35/7 
Isleworth House, Great West Road, 
London, 47/9 
Keele House, Poole, refurbishment, 
47/13 
Mansion House tube station, London, 
35/11 
Polychromatic brickwork offices, 
Bristol, 29/9 
“Professional park”, London 
Docklands, 44/8 
Rank Xerox headquarters, Marlow, 
29/10, 46/8 
Richmond, Surrey, restoration and 
development, 33/10 
Richmond Green, Surrey, 
refurbishment, 35/8 
RS Components headquarters, 50/7 
St Lawrence House, Soho, London, 
30/11 
Sea Containers, hotel conversion, 
Blackfriars, London, 27 24 
Solihull Motors, regency-style scheme, 
45/12 
South Glamorgan County Council HQ 
planned, 29/12 
Stratford office village, London, 34.9 

Oldham, 30% of housing stock unfit tolive 
in, 33/10 

Olga Road Primary School, London, 
conversion to housiong, 35/ 16-17 

On site see Building on site 

Orlit houses see System building 

Ouse flood barrier delayed by miners’ 
stnke, 33/13 

Overseas: 
Bank of Ceylon, Colombo, Sri Lanka, 
47/11 
Blue Circle, bid to develop Chinese 
cement industry, 42/17 
China, campaign to promote UK 
materials, 48/15 
China-Build and UK construction 
company opportunities in China, 43/16 
Costain sells off Canadian 
house-building interests, 46/14 
King Saud University, Riyadh, Saudi 
Arabia, 47/32-36 
Nigeria, UK company contracts, 47/14 
Tarmac water contract, Cairo, 42/15 
Trollope & Colls bid to refurbish Peking 
Hotel, China, 42/17 
Value of foreign contracts for British 
contractors drops, 44/13 


P 


Packaging and Industrial Films 
Association, damp-proof membrane 
standard, 30/51 

Pagoda style county hall planned. South 





Glamorgan County Council, 29/12 
Paint, lead in paint campaign, 29/12, 46/25 
Paint and protective materials, in building 

series, 51/27-33 

Joinery decay, 51/28-29 

Products, 51/35-41 

Protecting masonry, 51/30-31 

Protecting structural steel, 51/32-33 
Parking, designing multi-storey car parks, 

29/50-51 
Parliament: 

1984 review of the year, 51/21 

Backbenchers interviewed, 28/28-29 

Building all- -party study group of MPs, 

28/30 
Building Bill, 30/13 

Commons questions on sale of councils’ 

housing land, 49/10 

Environment Select Committee on 

green belt and land for housing, 

cniticisms, 32/21 

House of Lords, newly restored ceiling, 

42/11 

Housing Defects Act comes into effect 

on 1 Dec, 47/7 

Housing Defects Act delay in 

implementation expected, 49/7 

Housing Defects Bill receives Royal 

Assent, 32/13 

Lobbying for construction, successes 

and failures, 45/31-32 

Local Government (Interim) Provisions 

Bill, Lords amendment, 29/9 

Rooker, Jeffrey MP appointed Labour 

spekesman on housing and 

construction, 46/10 

Second Minister of State for Local 

Government appointed to DOE, 37/10 
Pavilions, Millwall dock, London 

Docklands, 37/24 
Paving: 

BDA guide to clay and calcium silicate 

materials in paving, 43/63 

National Paving and Kerb Association, 

seminars, 46/100 

Seminar, 28/54 
Penllergaer, Swansea, community village 

plans, 38/11 
Permanite, mastic asphalt, 33/35 
Piers: 

Bangor Victorian pier restoration, 

40/37-40 

Bnghton’s derelict West Pier saved, 

358 


Victorian piers, 4038-39 
Pipes: 
Electromagnetic detection, 41/63 
Plastic extrusion makers price war, 
43/15, 46/13 
Polypipes, underground piping, 46/13 
Pirault and Sons, French construction 
worker killed in stnke protest, 46/9 
Planning: 
Bnitain’s cities at the end of the century 
— planning implications, 29/35 
Camden Council opposes loophole — 
pre-1947 building owners entitled to 
extend or compensation, 46/9, 48/10, 
49/5*, 519 
DOE circulars on green belts and land 
for housing examined, 32/26-27 
Effects of GLC abolition on road 
transport, 35/7 
Housing land shortage in Coventry, 
36/13 
International New Towns Assocation, 
urban revival conference, 36/31 
Land Authority for Wales reviewed, 
7/2 
London Planning Commission to be set 
up after GLC abolition, 42/9 
Oxfordshire Structure Plan review, 
37.10 
Planning delays forecast to follow 
abolition (Coopers & Lybrand), 50/7 
Regional trends in the South East. 
Serplan report, 33/12 
Simplified Planning Zones, 27/15, 33/10, 
36/13, 38 
Town and country planning legislation 
amendments, consultation papers, 
32/15 
Planning (Nigel Moor): 
Avoiding legal agreements under 
Section 52, 32/22 
Challenging local plans, 50/22 
Consortium Developments proposed 
alterations to the North East Hampshire 
structure plan, 30/20 
Environment Committee lst report on 
green belt and housing land, 28/22 
Established use certificates, proposed 
changes, 34/18 
Industrial Development circular (DOE), 
39/24 
Land requirements in the South East 
and Consortium Developments, 43/22 





London Planning Commission and inner 
city housing needs after GLC abolition, 
45/24 
Manchester City Council’s City Centre 
Local Plan, 47/22 
National Gallery Extension, Public 
Inquiry inspector's report, 41/24 

Plant hire, see Cost File 

Plasterboard, price increase, 47/13 

Plastics, plastic extrusion makers price 
war, 43/15 

Police building budgets cut to fund policing 
miners’ strike, 30/11 

Policy Studies Institute infrastructure 
spending report, 44/4, 13 

Pompidou Centre, refurbishment 
programme, 39/10 

Poole, Keele House refurbishment, 47/13 

Port Talbot civic centre scheme, 46/8 

Portakabin, workers made redundant, 


roa housing co-operative, Glasgow, 

46/8 

Post-Modernist block, Fleet Street, 
London, 32/13 

Post-Tensioning Association, 46/100 

Preseli District Council, shop with 
concrete supports, 31/10 

Price adjustment indices, 30/15, 34/16, 
39/15, 43/17, 47/15 

Prices, current see Cost File 

Prime minister, guest speaker at NHBC 
annual lunch, 51/9 

Prisons: 
Full Sutton Prison, Humberside, 
building work delayed, 47/11 
Peterhead, Aberdeen, plans, 46/11 

Product literature, quality reviewed, 
48/44 

Product Update features: 
Beams and lintels, 36/75-81 
Domestic heating, 27/69-82 
Drainage and sewerage, 49/45-54 
Floor finishes, 40/45-59 
Relocatable buildings, 31/39-43 
Stairs, 44/49-57 

Project management: 
Fairclough projects, Motorola plant, 
East Kilbride, 29/28-29 

Property Services Agency: 
Blacklist 25 firms, 49/9 
Blacklist, existence questi 
Commons, 32/15 
Government progress report on 
efficiency, 29/10 
News of the World and other corruption 
claims, 46/7, 48/7, 49/9, 50 12 
Parliament's attempt to cut building 
budget thwarted, 30/11 
Product viewdata service, 38/57 
RIBA fee scales adopted, 30/11 

Pulverised fuel ash, use for brick-making, 
32/50 

Pye, Graham, new president of 
House-Builders Federation, 50/13 


Q 


Quantity surveyors: 
Surveying education, 33/22-23 


R 


R&D Round-Up, 30/47, 35/24 

Radon: 
Assessing health scares, 38/52-53 
Government to act on Royal 
Commission recommendations and 
lower levels, 51/7 

Railway Conversion League, rail to road 
conversions, 34/10 

Railway Heritage Trust, 44/11 

Rank Xerox offices, Marlow, Bucks, 46/8 

Reading, sports and leisure complex 
planned, 32/15 

Redland: 
Computer estimating and valuation 
program, 46/92 
Overseas operation, 40/15 
Rosemary Brick and Tile Company, 
43/15 

Rees, Peter, Treasury Chief Secretary, 
response to critics of Government 
capital spending policy, 48/24, 50/5* 

Refurbishment, G E Wallis London office 
refurbishment specialists, 31/16 

Relocatable buildings, product update, 
31/39-43 

Reports: see also Techalert reports 
Asbestos in the home (DOE), 41/7 
Architectural technology — the 
construction link, 27/13 
Banwell Report, 47/20 
Better building for industry, investment 
in factory buildings (Industrial Building 


iedin 





Bureau), 50/16 

Builders merchants (Keynote 

Publications), 33/14 

Building employment prospects 

(Manpower), 28/15 

Capital ne. London's housing crisis 

(SHAC), 36/12 

Channel link (Civil Engineering EDC), 
/20 


¢ ity office demand survey 1984, 33/16 
Confederation of British Industry 
European costs comparison survey, 
38/17 
Construction equipment: the challenge of 
the world market (NEDO), 29/5, 16 
Construction to 1990, (NEDO), 42/15 
Consumer guarantees (Office of Fair 
Trading), 34/10 
Continental Illinois, building brokers 
survey, 33/15 
Coopers and Lybrand, high costs of 
— counties abolition, 48/8, 
oU/ 7 
Employment of women(UCATT), 
36/25 
Enterprise zones (RICS), 28/13 
Equality of treatment between men and 
women workers (EEC), 36/25 
Esher report, 39/7, 45/12 
Fabric of the nation (CBI), 45/15 
Home extensions (Mintel survey), 
34/16 
Housing and land (Housing Research 
Foundation), 37/12 
Housing improvement in the private 
sector... (BEC), 43/11 
Improving our homes (National Home 
Improvement Council), 49/10 
Infrastructure spending and 
unemployment 47/15 
Inner city property investment with urban 
development grants (Drivers Jonas), 
46/14 
Investment in construction 1984 
(Greene & Co), 48/14 
Investment in consiruction, Top 50 
companies (Greene & Co), 34/21-23 
Job prospects in construction (CBD), 
45/14 
Latent defects, Law Reform Committee 
report, 49/10, 50/4 
Liverpool's Georgian housing (SAVE), 
35/9 
London Docklands Development 
Sy Siam annual report 1983-84, 
31/10 
Medium and small-sized contractors 
workload survey (FMB), 43/15 
The medium-sized construction company 
1983 (Greene & Co), 28/15 
Miles better: miles to go (Glasgow 
housing associations), 35/10 
National Radiological Protection Board 
radon report, 51/7 
New homes — customer satisfaction 
(Consumer Association), 28/13 
Noise reduction, Health and Safety 
Executive, 27/52 
Opting for investment, the night ee for 
public expenditure (BACMD, 47 
Policy Studies Institute elite 
spending report, 44/4, 13 
Reallocation of ‘transport responsibilities 
in London, 35/7 
Regional Trends in the South East.. 
(Serplan), 33/12 
Repaur of concrete damaged by 
reinforcement corrosion (Concrete 
Society), 42/81 
The nght to a home (UCATT), 40/9 
Risk assessment (Royal Society), 
38/52-53 
Royal Institute of British Architects, 
~~ and earnings survey 1984, 
32/13 
Safe use of ladders... 
Executive), 34/10 
Savory Milln, consequences of VAT on 
new-build, 48/13 
School building refurbishment, (DES), 
29/13 
Sheltered housing for sale (BEC), 38/11 
The structural condition of prc houses 
designed before 1960 (BRE), 30/47 
Structural steelwork: an evaluation of 
computer programmes (BCSA), 30/50 
Technical training in the building 
industry BEC/CIOB, 46/8, 47/4, 28 
Top directors’ salaries (Labour 
Research), 45/14 
Transbinary Architecture Group (Esher 
report), 39/7 
Repro architecture: 
University College London and Milner 
Square, Islington, 36/34-37 
Reservoir enlarging scheme, Roadford, 
Devon, 32/11 


(Health and Safety 
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Retirement Properties, retirement homes 
company formed, 37/15 

Retirement village: 
Retirement Care Ltd, plans, Suffolk, 
37/13 
Shotley Gate, Suffolk, private 
retirement village plans, 47/11 

Review of the Year: 
1984 Month by month, 51/16-17 
Building Dossiers, 51/22-25 
Building on site, 51/26 
Building technology, 51/18 
Business, 51/19 
Contract, 51/19 
Law, 51/20 
Parliament, 51/21 
Technology, 51/18 

RIBA Viewdata Services, on-line 
computer programs, 40/72 

Richmond Bridge redevelopment (Quinlan 
Terry), 40/13, 46/11 

Richmond Green, Surrey, office 
refurbishment, 35/8 

— Terrace restoration, Whitehall, 


Ridings Shopping Centre, Wakefield, fire 
and security system, 38/98-99 

Right-to-buy see Housing and Building 

‘ontrol Act 

Roads and motorways: 
Benefits of increased road spending 
ignored by government, 35/8 
Black Country link with the M6, 47/8 
GLC aboiition and the future of road 
transport in London, 35/7 
M25 construction site vandalised, 31/11 
M25 delay due to concrete specification 
change, 47/9, 50/7 
M40 extension approved, 51/9 
Private finance for road building, 
government plans abandoned, 32/5, 16 

Robin Hood theme park, 43/13 

Roche, Fred, architect, interviewed, 
44/36-37 

Rockwool International, insulation 
seminar, 34/43 

Rogers, Richard, Seattle, USA, office 
commission, 35/10 

Rolland, Larry 
Challenged f am RIBA presidency, 39/7, 
40/12, 46/9, 47/9 
Elected as RIBA council's 
representative for senior 
vice-president, 29/13 
Elected RIBA president, 51/7 
Interviewed, 32/14 

Ronan Point: 
Fire test trial, 29/10, 30/9, 32/13 
To be demolished, 47/8 
Tobe dismantled, 40/10 
Trafalgar House interested in purchase, 
50/11 

Roofs: 
Bitumen roof coatings product standard 
(BRoCMA), 30/51 
Roofing cladding and insulation 
directory, 38/58 
Tiles stripped to recover money, Hyde 
Place development, 28/13 
Trocal flexible pvc roof waterproofing, 
42/82 
Trussed rafter information sheet, 29/52 

Rooker, Jeffrey MP, appointed Labour 
spokesman on housing and 
construction, 46/10 

Rotherham, Old College Inn excavated, 
35/10 

Royal Agricultural Hall, Islington, 
conversion schemes, 37/10, 51/8 

Royal Exchange Building, City of London, 
refurbishment scheme, 49/10 

Royal Institute of British Architects: 
Annual awards, 32/28-31 
Annual conference, resignation of 
Environment Secretary resolution, 
28/10, 20 
Code of employment for salaried 
architects rejected, 49/10 
Council's representative for senior 
vice-president elected, 29/13 
Deputy secretary appointed, 37/10 
Drawings collection, debate on its future 
and exhibition, 45/34-35 
Employment and earnings survey, 
32/13 


Esher report, recommendations 
accepted, 45/12 

Future plans for British Architectural 
Library, 45/12 

Law Reform Committee report on latent 
defects attacked, 49/10, 50/4 

Lecture review, Anthony Hunt, 
structural engineer, 44/21 

Lecture review, Klotz on Frankfurt’s 
architectural museum, 47/20 

Lecture review, Lloyds building, Lime 
St, 43/20 





Lecture review, Peter Rice, structural 
engineer, 46/20 
Lecture review, Whyte, William oncity 
planning and Mansion House Square, 
49/20 
Murray, Peter, R/BA Journal editor to 
leave post, 35/8 
New commissions figures, 37/15 
Office library service, 46/100 
Presidency contest, 39/7, 40/12, 44/10, 
46/9, 47/9 
Prince of Wales’ patronage sought, 
28/10 
Rolland, Larry, council's presidential 
choice interviewed, 32/14 
bo Larry, elected RIBA president, 
Society of Chief Architects of Local 
Authorities joint working party, 49/11 
Yorkshire region, grants for small 
practice professional development, 
36/11 

Royal Institution of Chartered Surveyors: 
see also Quantity Surveying 
Annual conference, 41/23 
— to World Bank, Washington, 
50/ 


Leisure work working party set up, 
48/10 


President interviewed, 40/34-35 
QS Division meeting “Construction law 
and the QS”, 42/21, 43/9 
Surveying education, 33/22-23 
Workload figures, 32/16, 47/15 
Royal Opera House extension, Covent 
Garden, Higgs and Hill appointed 
construction advisor, 36/9 
Royal Ordnance depot, Weedon, 
refurbishment as business park, 43/12 
Royal Town Planning Institute: 
a accepts contentious post, 
47/ 
Simplified planning zone proposals 
criticised, 38/11 
Survey, planners failing to respond to 
change, 42/13 
Roydon, Terry, to leave Comben, 45/14 
RUCAPS (Really Universal Computer 
Aided Production System) see 
Computers in Construction 


S 


Sadler Brothers, builders, ceases to 
trade, 28/14 

Sainsbury's Homebase Centre, Catford, 
43/32-33 

Salaried Architects Group, anti-nuclear 
“Ethical Charter”, 44/11 

Savory Milln, brokers, consequences of 
V. du onnew-build, 48/13 

folding, inadequate pedestrian 

eee complaints, 28/13 

School building refurbishment, DES draft 
reports, 29/13 


Schools: 
CLASP-built Stanton Hill Infants 
School, 49/70-71 
Hunstanton High School, Kings Lynn, 
repairs, 39/10, 41/9 

Scientologists, UK headquarters almost 
complete, 33/13 

Scilly Isles, mains electricity, 34/13 

Scotland: 
Building control system changes, 51/46 
Cameron Toll shopping centre, 
Edinburgh, 34/11 
Districts councils housing needs 
campaign, 47/9 
East Kilbride new town, private housing 
development proposals, 34/9 
JCT intermediate form not to be usedin 
Scotland, 35/7 
Knoydart peninsula, purchase bid, 34/10 
Scottish construction industry hit 
hardest by recession, 41/9 
Scottish National Gallery of Modern Art, 
Edinburgh, 41/31 
Scottish new towns, 48/10 

Scotland Yard, London, cladding defects, 
38/10, 48/8 

Scottish building control system revisions, 

1 


Scottish Construction Industry Group: 
Scottish construction industry hit 
hardest by recession, 41/9 

Scottish Special Housing Association see 
Housing 

Security systems: 

Computerised integrated fire security 
systems, 38/100 

Fire control and security, In building 
series, 38/95-100 

Integrated fire and security systems, 
38/96-97 


Ridings shopping centre, Wakefield, 





multiplex system, 38/98-99 
Seifert, Richard, exhibition of work, 
(24-25 


Selby coalfield affected by miners’ strike, 
28/13 


Self-employment in construction see 
Labour and employment 

Severn crossing feasibility study, 30/10 

Sewers, overloaded sewers, Sutton, 
London, 46/11 

SfB classification system to be reassessed 
by the International Council for Building 
Research, 39/76 

Shelter, director interviewed, 42/29 

Sheltered housing: 
BEC advice note, 38/11 
Clowne and Worksop housing for the 
elderly, Building Dossier, 50/39-46 
Conversion of St Mary Almshouses, 
Winchester, 41/34-35 
McCarthy & Stone and state of the 
building market, 33/16, 41/15 

Shildon British Rail engineering works 
development study, 29/14 

Shops and Shopping centres: 
Asda group seeks new sites, 38/13 
Bristol, expansion plans, 39/11 
Cameron Toll, Edinburgh, 34/11 
Corby refurbishment plans, 39/8 
Fulham shop = gee centre a. 42/13 
M25, Hythe Amey Roadstone 
Corporation a 51/11 
M25, Thurrock, Essex (plans), 29/13, 
34/11 
Manchester Arndale Centre 
refurbishment, 49/8 
MetroCentre, Gateshead, 34/11, 49/9 
Newcastle, call to curb out-of-town 
shopping developments, 43/12 
Newton Aycliffe and Peterlee new 
towns, Co Durham, 48/10 
Ridings Centre, Wakefield, (fire and 
security system), 38/98-99 
Sainsbury's Homebase House and 
Garden Centre, Catford, 43/32-33 
St Enochs shopping complex, Glasgow, 
27/14 
Tesco's plans, 34/13 
Uxbridge proposals, 34/11 
Whiteleys department store. 
40/11 

Shotley Gate, Suffolk, private retirement 
village plans, 47/11 

Sick building syndrome assessed, 45/67 

Simplified planning zones, sve Planning 

Site safe campaign: see also Accidents on 
construction sites 

Slip-forming, see walls 

Smith, Chris, backbench MP interviewed 
with Robert Jones MP, 28/28-29 

Smith, George, former Glasgow deputy 
director of building and works wins 
dismissal appeal, 48/10 

Social Democratic Party: 
Housing policies, 36/13 
Leader calls for increased infrastructure 
spending, 42/10 

Society of Architectural & Associated 
Technicians (SAAT): 
Approved Inspectors, call for central 
appointing board, 42/12 
Too many trained architects claim, 
27/13 

Society of Chief Architects and Local 
Authorities (SCALA) 
Annual conference, 39/17 
Joint working party with RIBA, 49/11 

Solicitors move into property selling, 
38/1 3 

Solihull, regency-style office scheme, 
45/12 


London, 


— Bank Technopark, Building on Site, 
44/40-42 

Southampton, Hall of Aviation, 35/12, 43-9 

Spire House, Christchurch, Lancaster 
Gate, church conversion to luxury 
housing, 42/34-35 

Sports and leisure centres: see also Ice 
rinks 
Aldgate East, London, 37/10 
Gateshead, sports stadium project, 48/9 
National indoor athletics centre planned. 
London Docklands, 32/15, 36/10 
Paris, Palais Omnisports repairs, 31/11 
Richfield Avenue, Reading, plans, 32/15 
Swimming pool, Sudbury, Suffolk, 38/11 
— pool, Hunstanton, Norfolk, 
47/14 
Wembley stadium, redevelopment 
plans, 31/11 

Stairs: 
Product update, 44/49-57 
Spiral staircases, new standard, 44/73 

Starter homes see Housing 

Statistics: see also Forecasts 
Architects, new commissions, 37/15 
Bankruptcies, 41/15, 46/14 





Brick and cement deliveries, 31 14, 
37/15, 40/16, 44/14 
Builders merchants, sales, 33/14, 51/10 
Building materials, 39/13, 47/13 
Building societies receipts, 46/13 
Civil engineers workload survey, 46/15 
Construction output, 38/20 
Consumer complaints about 
construction work, 48/10 
Contracts, survey of preferences, 45/9 
Home extensions, 34/16 
House prices, 37/15, 38/17, 40/16 
Housing starts, 28/15, 32/16, 37/15, 
39/13, 41/15, 45/15 
Job prospects, 40/16 
New building companies starting up, 
45/15 
New orders, 31/14, 35/10, 39/13, 43/17, 
/15 
New towns, 48/28 
Output, 51/10 
orp rig surveyors workload, 
Small contractors’ workloads, 43/15 
Structural steel, 31/14, 34/14 
Timber-frame share of housing market, 
30/10, 43/17 
Top directors’ salaries, 45/14 
UK firms overseas orders, 44/13 
Statue of Liberty repairs, 28/11 
Steel: 
British Steel Corporation advisory 
services, 28/54 
History of steel-frame buildings and 
their increasing impact on the building 
industry, 46/60-61 
Protective coatings, 51/32-33 
Steel design standards explained. 46/66 
Steel framed low rise buildings, 
46/64-65 
Steel framed multi-storey buildings, 
46/62-63 
Structural steel, in building series, 
46/59-66 
Structural steei products, 4673-79 
Steen, Ian, architect, Building in Practice, 
33/24-25 
Steetley Brick, new tile plant, Keele, 
40/17 
Stockley _ * samme Hillingdon, 
London, 4 
Stoke, National Garden Festival 1986, 
36/13, 42/11 
Stolport airfield, London Docklands see 
Docklands 
Stone: 
Stonehenge television programme, 35/10 
Stratford-upon-Avon, the Swan theatre, 
37/9 
Strikes, see Labour and employment 
Structural defects see also System building 
Harlow Town Hall, extensive repairs 
needed, 45/11 
Hunstanton High School, Kings Lynn, 
39/10 
Knightsbridge army barracks, 50/9 
London councils’ repair surveys into 
Larsen and Nielsen systems, 43/11 
NHBC, cost of claims eecaenees 
detects, 497 
North Peckham Estate, Southwark, 
London, 30/12 
Ronan Point fire test, 29/10, 30/9 
St George's Hospital, London, 40/10 
Scotland Yard cladding defects, 38/10, 
48,8 
Victoria & Albert, cash shortage for 
repairs, 28/12 
Structure plans see a/so Planning: 
‘Avon's proposals criticised, 44/7 
Berkshire’s changes, 48/9 
Construction Minister says housing 
demand must influence structure plans, 
31/5,9 
Tyne and Wear County Council seeks to 
extend green belt, 43/12 
Stuttgart, Staatsgalerie, 42/21, 50/32-35 
Subcontractors, losses due to dock 
strike, 31/12 
Sudbury: 
Leisure pool, 38/11 
Planning decision over -_ on 
industrial land, 36/12, 37/13 
Quay theatre award, 41/11 
Sunderland, Nissan car factory, design and 
manage project, 27/13, 29/13, 30/13 
Superhomes see Laing 
Supplements see Butlding Supplements 
Suspended Ceilings Association, 
specification guide, 38/58 
Suspended structures, West Swindon, 
leisure centre, 30/26 
System building: 
Bison blocks, Nottingham, needs urgent 
repairs, 37/10 
Blue Circle Con-Tech system-built 
concrete houses, 42/9 
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5 Oct 
12 Oct 
19 Oct 


6Jul 
13Jul 
20 Jul 
27 Jul 
3 Aug 
10 Aug 
17 Aug 
24 Aug 
31 Aug 
7 Sep 
14Sep 
21Sep 
28Sep 
s * Denotes letter to the Editor 


52 21/28 Dec 


CLASP system, 49/70-71 

Defective Orlit houses sold, 37/13 
Government investigation into large 
panel buildings, 44/8 

Great Industrialised housing disaster’s 
lessons (Luder), 42/23 

Housing subsidy for defective tower 
block demolition, 28/9, 37/10 

Hunter & Partners, building surveyors 
guide to diagnosis and repair of problem 
system-built housing, 46/97 
Hutcheson Town E system-built flats 
sale, Gorbals, Glasgow, 38/12 
Institute of housing conference call for 
housing reforms, 41/9 

Larsen Nielsen flats to be tested for 
faults in six London estates, 41/7 
Leeds City Council invite DOE to 
discuss housing defects, 45/9 

Leeds Council repair solution for its 
problem system-built houses, 50/12 
London councils repair surveys into 
Larsen and Nielsen systems, 43/11 
National Association of Bison Tenants 
lobby, 44/8 

NHBC warranty scheme for 
prefabricated reinforced concrete 
dwellings, 47/7 

Northaird Point, Trowbridge Estate, 
Hackney, to be blown up, 46/7 

Orlit houses modernisation programme 
not justified, Edinburgh, 40/9 
Prefabricated reinforced concrete 
houses, repair system (William Davis, 
contractor), 41/63 

Prefabricated reinforced concrete 
houses report (BRE), 30/47 

Pressure on government to set upa 
central defects investigation unit, 36/5, 
10 

Ronan Point fire tests, 29/10, 30/9, 
32/13 

Ronan Point to be demolished, 47/8 
Ronan Point to be dismantled, 40/10 
Scottish home owners eligible for 
compensation, 47 11 

SSHA to demolish its Orlit houses, 
45/13 


T 


Tait, Andrew, appointment as NHBC 
chairman, 44/7, 45/4 

National House-Building Council 

director-general interviewed 30/22 

Taxbriets Ltd see Value added tax 

Taylor Woodrow, trading results, 35/11 

TechAlert reports, 27/52, 31/34, 36/45, 
40/86, 44/76, 49/71 

Technical literature reviewed, 50/56 

Telford, Lightmoor self-build village, 
47/10 


Tensile structures: 
Fothergill and Harvey close tensile 
structures and fabrication unit, 33/11 
The Hummingbird amphitheatre, 
Regent's Park Zoo, London, (Bovis 
Coverspan), 32/12 
Thames Barner — making London safe, 
film, 49/11 
Theatres: 
Apollo Victoria theatre, London 
conversion for new musical, 31/30-31 
Globe Theatre, Southwark, site 
dispute, 46/9 
Leeds Playhouse design competition, 
45/7, 46/19 
Marlowe, Canterbury conversion from 
cinema, 28/31-32 
National Eisteddfod demountable 
heater, 39/73 
National Theatre maintenance budget 
contnbutes to financial crisis, 50/7 
Quay Theatre, Sudbury, award, 4/1 
The Swan, Stratford-upon-Avon, 37/9 
Thermal insulation see Insulation 
Timber: 





Beam reinforced with steel developed, 
33/36- 
Joinery decay causes and protective 
coatings, 51/28-29 
Mallinson-Denny Scottish trading 
centres, 37/15 
Wood treatments could replace paint, 
49/69 
Timber and Brick Homes Information 
Council see Timber-frame housing 
Timber-frame housing: 
Academic supports timber-frame, 45/65 
Barratts blames World in Action TV 
programmes for falling house sales, 
38/5, 9 


Campaign to win back market share, 
47/8 


Celotex, American timber-frame 
insulation system, 31/35 
French timber-frame building 
pregramme, 41/12, 66-67 
Heatkeeper Homes, timber-frame 
homes with Rexovent heat recovery 
ventilation, 48/41 
House-Builders, Federation checklist, 
37/10 
Meyer Timber-frame housing system, 
39/73 
Share of private housing market 
declining, 30/10 
Structural performance of timber-framed 
dwellings (BRE Information Paper), 
39/75 
Timber and Brick Homes campaign 
provokes major dispute with traditional 
house builders, 48/7 
Timber and Brick Homes Information 
Council campaign to win back market 
share, 40/4, 7, 47/8 
Wates house-builder, change from 
timber-frame to traditional construction 
at Frimley, 29/10 
Wimpey’s Birmingham job cuts blamed 
on timber-frame, 32/9 

Timeshare housing “i. project, 
Barratt, 38/13, 39/1 

Todd, Ron, a ae secretary of 
TGWU, 2 

Tombs, Sir nl interviewed, 
36/ 28-29 

Tonbridge, Baltic Saw Mills, 41/39-46 

Top 50 UK construction companies, 
Building Greene & Co, 2nd annual 
survey, 34/21-23 

Tornado damages 271; estate Gotham, 
Nottinghamshire, 32/1 

Tower-blocks, effects ns strong winds, 
49/69 

Town and Country Planning Association: 
Enterprise zone seminar, 49/20 
Mobile advice van, 31/13 
Summer School, 39/21 

Townsend, Geoffrey, RICS president 
interviewed, 40/34-35 

Trades Unions: 
Campaign for erent public sector 
investment, 
TGWU motion to withdraw support for 
Youth Training Scheme, 42/10 
TGWU secretary criticises cowboys, 
36/12 
TGWU urge witholding Conservative 
Party donations, 41/9 
Trades Union Congress to increase 
spending campaign, 37/11 
UCATT blames Wimpey job cuts on 
timber-frame, 32/9 
UCATT plans for new membership 
drive, 39/8 
UCATT support for Youth Training 
Scheme, 37/28-30 
Unions attack management fee system 
and campaign for direct employment, 


37 a, 9 
Williams, Albert, elected UCATT 
general secretary, 39/8 

Trafalgar House, interested in purchasing 
Ronan Point, 50/11 

Training: see aiso Construction Industry 
Training Board 
Payments offered to take on 
apprentices, 40/13 
Technical and managerial staff training 
scheme, 46/8, 47/28 

Trans-Care International medical cover 
service, 45/29 

Transport: 
British Rail Western Region station 
development scheme, 39/11 
_ Light Railway, 31/26, 35/9, 
47. 


Dublin rapid transport system 
completed, 34/15 
Rail to road conversions, 34/10 
Transport and General Workers Union see 
Trades Unions 
Transportation: 





Escalators, new guidance note, 39/75 
History of the passenger lift, 42/46-47 
In building series, 42/45-50 
Lift design for the handicapped, 42/50 
Product review, 42/55-60 
Transportation requirements and lift 
design, 42/48-49 

Trocoll Communications launched by 
Trollope & Colls, 41/16 

Trollope & Colls: 
Bid to refurbish Peking Hotel, China, 
42/17 
Launches Trocoll Communications, 
41/16 

Turner and Newall, chairman interviewed, 
36/28-29 

Tyne and Wear County Council seeks to 
extend green belt, 43/12 


U 


Union of Construction and Allied Trades 
and Technicians see Trades Unions 
United States of America: 
Asbestos removal in Prudential 
Insurance office, 33/12 
Environmental Protection Agency ban 
on wood preservatives, 29/10 
High-rise towers, Philadelphia and New 
York, 28/11 
Meier, Richard, appointed to design 
Getty fine art museum, California, 45/9 
Meril Museum, Houston, Texas, 46/20 
Seattle office scheme, Richard Rogers 
appointed, 35/10 
Statue of Liberty repairs, 28/11 
Unvented hot water systems, need fora 
safety device, 29/10, 43/11 
Urban renewal schemes: 
International conference, Rotterdam, 
Strategies for urban revival, 48/28-30 
International New Towns Association 
conference, 36/31 
Internationale Bauaustellung Berlin 
(IBA), “The city centre as a place to 
live”, 48/30-32 
London, Royal Agricultural Hall 
conversion to trade centre, 37/10 
Rate rebate sought by inner London 
boroughs, 33/9 
Urban development grants approved for 
projects, 47 11 
Urban development grant for Wimpey 
Homes’ Leeds housing scheme, 46/11 
Urban development grants not taken full 
advantage of, 46/15 


V 


Value added tax: 
Chancellor promises to oppose VAT on 
new build, 44/7 
Concessions requested for failed 
planning applications, architectural 
competitions, 27/11 
Concessions requested by HBMC to 
help conservation, 31/10 
Government requests EEC clarification 
on zero rating new housing, 47 13 
Savory Milln, brokers, as of 
VAT on new-build, 48/1 
Taxbnets Ltd, VAT Asia report for 
the construction industry, 42/17 

Ventilation of buildings, 28/52-53 

Victoria and Albert museum, cash 
shortage for needed repairs, 28/12 

Villa Savoye (Le Corbusier), 47/7 

Vitrifix, vitrification process for asbestos, 
50/55-56 


WwW 


Wages: National Health Service UCATT 
settlement, 29/14 

Wakefield, Ridings Shopping Centre, fire 
and secunity control system, 38/98-99 

Wallis, G E, office refurbishment 
specialists, 31/16 

Walls: 
Block wall defects prevent the raising of 
energy conservation standards, 49/8 
Design potential of structural walls, 
29/78 
Slip-forming, 29/79, 33/15 
Structural walls, In Building series, 
29/75-81 
Wall damage, causes, 29/80-81 

Warranties see Insurance 

Water penetration in walls, 29/77, 
35/22-23, 49/8 

Wembley stadium, London, 
redevelopment pians, 31/11 

= — formaldehyde controls, 





Westminster Council: 
Clampdown on builders’ dangerous 
practice, 49/11 
Housing officials accepted bribes, 31/12 
Weymouth, harbour car park dispute, 
27/15 
Whiteleys department store, 40/11 
Wigan Pier renovation project, 38/12 
Williams, Albert, elected UCATT general 
secretary, 39/8 
Willmott, John, company streamlined, 
48/13 
Wimpey: 
Birmingham labour force job cuts blame 
on timber-frame, 32/9 
Chairman attacks the Government's 
policies, 45/14 
New acoustic chamber, 51/45 
Painters’ sacking leads to strike, 
Middlesbrough, 45/13 
Staff cutbacks and reorganisation, 38/17 
Winchester, St Mary Almshouses 
conversion to sheltered housing, 
41/34-35 
Windows: 
International conference on design and 
maintenance, 31/32-33 
Need for U-Value standards, 32/50 
Women into Science and Engineering 
campaign 84, conference, 44/21 
Women working in the construction 
industry, 36/25-26 
Wonderworld: 
Energy pavilion model, 48/8 
Group Five raise funds, 47/8 
Worksop, Midlands, housing for the 
elderly, 50/39-46 
Wood see Timber 
Wood, Alfred, appointed chief planner to 
Historic Buildings & Monuments 
Commission, 50/12 
— preservatives, banned in USA, 
99/10 
Wrigglesworth insurance brokers, defects 
liability insurance, 34/11, 41/9 


Y 


Yarsley Testguard scheme (product 
insurance), 30/9 

York, hotel/residential development plan, 
42/13 


York Minster fire, 28/10, 29/11-12 
Access Satellite work platform for 
repairs, 33/14 
Cost of damage, 36/13 
Preliminary report into cause, 31/9 
RIBA appeal, 31/13 
Rose window repairs, 33/13 
Temporary roof erected, 32/9 

Yorkshire architects, grants for small 
practice professional development, 
36/11 

Youth Training Scheme: 

Argument over training fees, 33/11, 
36/11, 38/9, 40/13 

Success in the construction industry, 
37/28-30, 43/13 

TGWU motion to withdraw support for 
Youth Training Scheme, 42/10 
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Services, on-line computer programs, 
40/72 
Latham, Michael: 
Building all-party study group of MPs, 
28/30 
Latham MP, 28/23, 30/19, 32/21, 34/19, 
37/21, 39/23, 41/25, 43/21, 46/21, 
48/22, 50/21 
Parliament, 1984 reviewof the year, 
51/21 


Law, Peter: Victoria and Albert Museum, 
repairs cash storage, 28/12 

Lawson-Smith, Peter: Lift design for the 
handicapped, 42/50 

Leaver, Derek: Burroughs computer 
company, management systems for 
construction companies, 39/47 

Lenton, Jeremy: Building contract 
systems, abuses cause the problems not 
the systems themselves, 34/27 

Lloyd, Humphrey: 
Law, 28/22, 32/22, 37/22, 41/24, 45/24 
Law, 1984 review of the year, 51/20 

Luder, Owen: Luder, 27/21, 29/21, 31/19, 
33/19, 36/21, 38/23, 40/27, 42/23, 
45/23, 47/21, 49/21 

Lyall, David: Property companies and 
financing construction work, 30/28-29 

Lyall, Sutherland: 
Alexander “Greek Thomson”, 
architects, exhibition review, 40/22 
BMW Warehouse, Bracknell, building 
onsite, 49/34-36 
CLASP building system, 49/70-71 
Education series, architectural 
education, 31/28-29 
Education series, building degree 
courses, 32/24-25 
Education series, inadequacies in 
professionals, education, 35/18-19 
Education series, trends in the education 
of professionals, 31/27 
Edward Cullinan Architects, exhibition 
review, 38/22 
Embankment tube station refurbishment 





scheme, 30/12 
Finsbury Avenue offices, London, 27/24 
Greater London Council Architects 
Department, history of homely 
house-building, 39/32-34 
Lyall, 35/14, 44/24 
RIBA drawings collection <a and 
debate onits future, 45/34-3 
“Seifert architecture”, exhibition 
review, 47/20 
University College London and Milner 
Square, Islington, repro architecture, 
36/34-37 
Women architects — their work 
(exhibition review), 30/17 
McKean, Charles: Order in space and 
society (Book review), 28/24 
Macvicar, Steve: 
Consulting engineers course on 
— for safety of employees, 
9/2 


GLC Housing and Ue hnical Services 
Department head, 2' 
Nick Mole, building aan student, 
44/31 
Rolland, Larry, RIBA council's 
presidential choice, interviewed, 32/14 
Technical and managerial staff training 
system, 47/28 
Trans-Care International medical cover 
service, 45/29 
View from the backbenches, Chris Smith 
MP and Robert Jones MP interviewed, 
28/28-29 
Youth Training Scheme, a success inthe 
construction industry, 37/28-30 

Mann, Ewart: 
Barratt’s time-share estates, 39/15 
Councils bring forward projects in 
anticipation of spending moratorium, 
34/14 


Motorola plant, East Kilbride, 29/28-9 
Nissan car plant construction begins, 
Washington New Town, 30/13 
Selby coalfield and the miners strike, 
28/13 
William Davis repair system for 
prefabricated reinforced concrete 
houses, 41/63 
York Minster fire. 
implications at othe 
Matthews, Robert: 
Acoustics in building 
Asbestos, making: 
conversion to glass 
Asbestos control limit V 
Health and Safety Executive, 31/5, 12 
Assessment of risk in health scares, 
38/52-53 
Celotex American timber-frame 
insulation system, 31/35 
Fulham power station collapse, kills 2, 
28/9 


aution 

ithedrals, 29/12 

emunar, 43/63 
sealants and 


Greater London Council survey of 
asbestos in housing stock, 34 12 
Health risk of lead-based products, 
46/25 
Hunter & Partners, building surveyors, 
problem system-built housing guide, 
46/97 
Lead, DOE drops tighter controls onuse 
oflead plumbing fittings, 46:8 
Lead, health nsk of lead-based products, 
46/25 
Mastic asphalt, applications, 33/35 
Oxford Street tube station fire, 48:7 
Slip-forming, 29/79 
Technology, 1984 review of the year, 
51/18 
Timber-frame promotion campaign 
launch, 40/7 
Unvented hot water systems, DOE 
fail-safe pressure device criticised, 
29/10 
Victoria and Albert Museum, cash 
shortage for repairs, 28/12 
Water penetration through walls, causes 
and cures, 29/77 
Water penetration problems in insulated 
cavity walls, 35/22-23 

Moor, Nigel: 
Planning, 28/22, 30/20, 32/22, 34/18, 
37/22, 39/24, 41/24, 43/22, 45/24, 
47/22, 50/22 

Moore, John: 
Co-ordinating Committee for Project 
Information (CCPI), proposals for 
co-ordinating measuring, specification 
and drawings, 42/30-32 
Ian Steen, architect, building in practice, 
33/24-25 

Moore, Mark: Drainage and sewerage 
developments, 49/45-47 

Ormerod, Richard: 
Albert Dock, Liverpool, 33/31-33 
Blue Circle Industries’ new HQ, 
Aldermaston Court, Reading, 42/38-40 





Osborne, John: 
Insulation regulations, 33/46 
Lacon Floors, U Reloscers of US 
concreting technique, 4698-99 
York Minster fire, 29/ 11-12 

Ostler, Timothy: 1984 Milan Furniture 
Fair, 42/19 

Palmer, Mike: Institution of Civil 
Engineers conference on impact of 
computer technology, 46/89 

Parkinson, Dr John: History of concrete 
problems and repair techniques, 
43/64-65 

Parkyn, Neil: 
Apollo Victoria Theatre, London, 
conversion for new musical, 31/30-31 
King Saud University, Riyadh, Saudi 
Arabia, 47/33-35 
Metropolitan Police Property Services 
Department, 42/41-42 
St Mary Almshouses conversion to 
sheltered housing, Winchester, 
41/34-35 

Pieniazek, Grace: 
Chartered Institute of nw sopen 
site campaign, 31/2 
Standards pac a t -Values, 32.50 
Surveying education, 33) 22-23 
Women working in the construction 
industry, 36/25-26 

Pinsky, Paul: Gang-Nail, Redland 
construction software, 39/50 

Raes, Susan: 
“City centre blues”. proposals for 
reviving Liverpool's city centre, 34.26 
Rockwool International, insulation 
seminar, 34.43 
Women architects — their work 
(exhibition review), 30/17 

Reese, Colin: Law, 30 20, 34 18, 39/24, 
43/2 22, 47 22, 50. 2” 

Relph-Knight, Lynda: 
Edward Cullinan Architects. Building in 
practice, 38 43-45 
Marlowe Theatre, Canterbury, 
conversion from cinema, 28/31-32 
Olga Road Primary School, London, 
conversion to housing, 35 16-17 

Renshaw, Alison: 
Battersea power station conversion to 
theme park, 27.11 
NSPCC centenary appeal, 29/36 

Rimmer, Graham: 
Chartered Institute of Building 
international conference, 39/20-21 
JCT Intermediate Form of Contract 
launched, 37/31-33 
Norman Foster exhibition, 29/22 
Rotterdam international conference 
Strategies tor urban revival, 48, 28-30 

Roberts, Liz: The Victonan architecture 
of Manchester and Liverpool, 
exhibitions, 48/21 

Ryser, Judith: Energy week, Polytechnic 
of the South Bank, 29:22 

Sharp, Dennis: Imperial Berlin at the turn 
of the century (exhibition review), 43 20 

Sims, John: 
Contracts, ih 
36 22, 3824-25 
162 2, 19? ) 
Contracts. 1984 review of the vear, 
5119 

Smith, Derek: Transportation 
requirements and lift design, 42 48-49 

Spring, Martin: 
Albert Dock, Liverpool, 33/30 
British ice rinks, 30/23-27 
Christchurch, Lancaster Gate, London, 
conversion to luxury housing, 42. 34-35 
Docklands Light Railway, Arup 
Associates, design, 31 26 
Geodesic domes, Nectar Homes, 36.33 
Hunstanton High School, Kings Lynn, 

39/10 

King Saud U niversity, — Saudi 
Arabia, design, 47 32- 
Pavilions, Millwall Dock, London 
Docklands, 37 
Police building budgets cut to fund 
policing miners’ strike, 30/11 
RIBA annual awards and 
commendations, 32/28-31 
School building refurbishment, DES 
draft report, 29:13 
South Bank Technopark, 4440-42 
Staatsgalene, Stuttgart, 50/32-35 
System-built housing, pressure on 
government to set up a central defects 
investigation unit, 36/5, 10 

Stevenson, Jamie: Lobbying Westminster 
for construction, successes and failures 
45/31-32 

Sturrock, Douglas: Protecting masonry 
51/30-31 

Swift, John: 
Control, 27/20, 
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Thomas, Rhys: JCT Intermediate Form 
of Contract launched, 37/31-33 
Tietz, Stefan: London Industrial Building 
Group, industnal renovation studies, 
50/29 
Townsend, Geoffrey: Measurement of 
civil engineering work (Book review), 
28/24 
Turner, Peter: Multiplex control 
system, Ridings Shopping Centre, 
Wakefield, 38/98-99 
Underwood, Penny: New Homes 
Marketing Board consumer 
questionnaire on house-builders’ 
merits, 47/27 
Wager, Denis: 
Expert systems for the construction 
industry, 39/54-55 
SACON expert computer system for 
structural engineers, 49/63 
Warren, Brian: Condensation, steady 
state prediction methods, 42/82-83 
Waters, Brian: 
Building on site, 1984 review of the year, 
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CICA/RIBA 7 ices low cost CAD 
seminar, 48/: 
Hongkong and 3 Shanghai bank, 27/42-49, 


International Conference Centre, 
Westminster, 46/37-46 
Lloyds Headquarters, Lime St, London, 
38/30-37 

Watts, Arthur: National paving and kerb 
assocation seminar, 28/54 

Watts, Ted: Refurbishment of commercial 
and industnal buildings (Book review), 
27/22 

Weatherhead, Peter: 
— of Abraham, cable car, Matlock, 
Sainsbury's Homebase House and 
Garden Centre, Catford, 43/32-33 
Victorian piers, Building on site, 
40/37-40 

Yell, Denis: Falklands, Mount Pleasant 
Airfield’s construction, 49/28 
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Abbey and Hanson Rowe: St George 
House, Leeds, 36/12 

Ahrends, Burton and Koralek: Stoke 
National Garden Festival scheme, 49/11 

Anthony Hunt Associates: West Swindon 
leisure centre, 30/26 

Arup Associates: 
Finsbury Avenue offices, London, 27/24 
Stockley Park development, Hillingdon, 
London, 48/8 

Atkins, Robert Howard Gatling: Free 
Trade Wharf, London Docklands, 35/8 

ATP Group Partnership: Olga Road 
Primary School, London, conversion to 
housing, 35/16-17 

Baller, Heinrich and Inken: Fraenkel Ufer 
housing block, Berlin, 48/32 

Blom, Piet: De Oude Haven, Rotterdam, 
private housing development, 48/28-29 

Bradshaw Rowse and Harker: Corby 
shopping centre refurbishment plans, 
39/8 


Building Design Partnership: 
Chelmsford ice rink, 30/27 
Gallagher Ltd headquarters, 
Weybridge, 51/7 
Lee Valley ice centre, London, 30/25-26 
Richmond Terrace, Whitehall, 
restoration, 40/9 
Ronan Point survey, 40/10 
Whiteleys department store, London, 





40/11 

Campbell Zogolovitch Wilkinson & Gough: 
Lonsdale Studios, Islington, 41/7 
Royal Ordance Depot, Weedon, 
refurbishment as business park, 43/12 

Canterbury City Council: Marlowe 
Theatre, 28/31-32 

Casson Conder Partnership: University 
College London, entrance, 36/34-36 

Chapman Tavlor & Partners: Drummond 
Gate offices, Millbank, 27/9 

Charter Partnership: Leisure pool, 
Sudbury, Suffolk, 38/11 

Conran Roche: 
Butlers Wharf, South Bank, 
development plans, 44/32-35 
Institute of Chartered Accountants 
offices, Milton Keynes, 44/7 

Corrigan, Saundy & Kilaiditi: Housing 
scheme, Elephant Lane, Rotherhithe, 


Covell Matthews Wheatley Partnership: 
Billingsgate redevelopment, Tower 
Bridge, London, 42/15 
Christchurch, Lancaster Gate, London, 
conversion to luxury housing, 42/34-35 

Covent Garden Housing project: Jubilee 
Hall development scheme, 30/7.0 

Cullinan, Edward: Lambeth Comniunity 
Care Centre, 29/41-44 

Davies, D Y Associates: 

Blue Circle Industries’ HQ, Aldermaston 
Court, Reading, 40/15, 42/38-40 
Chancellors Wharf development 
scheme, Hammersmith, 43/12 
Isleworth House offices, Great West 
Road, London, 47/9 

Dixon, Jeremy, appointment to design 
Covent Garden Opera House, 27/14 

Durham County Council: Harrowgate Hill 
Junior School, Darlington wins RIBA 
commendation, 32/29 

ECD Partnership: Urban farm design, 
London Docklands, 37/12 

Elsom Pack Roberts Partnership: 
Stratford Office Village, London, 34/9 

Essex Goodman and Suggitt: Great Hall 
redevelopment, Royal Tunbridge Wells, 
39/11 


3 

Fairclough Design: Motorola plant, East 
Kilbride, 28/28-9 

Farrell, Terry Partnership: Seven Dials 
site scheme, Covent Garden, 45/9 

Ferguson Mann: Polychromatic brickwork 
offices, Bristol, 29/9 

Fitch and Company: Uxbridge towncentre 
shopping centre proposals, 34/11 

Fitzroy Robinson Partnership: 
Invicta Plaza offices, Blackfriars Bridge, 
London, 35/7 
Royal Exchange Building, City of 
London, reburbishment scheme, 49/10 
Sea Containers offices, Blackfriars 
Bridge, London, 27/13 

Foster Associates: 
Hongkong and Shanghai bank, 27/42-49, 
45/36-37 
Nimes Museum, France, 45/13 
Renault Distribution Centre, Swindon, 
wins award, 49/9 

Franklin Stafford Partnership: Albert 
Dock refurbishment, Liverpool, 
33/30-33 

George Trew, Dunn, Beckles-Willson, 
Bowes: North Tyneside General 
Hospital, 40/13 

Gibberd, Sir Frederick and Partners: 
Harlow Town Hall needs extensive 
repairs, 45/11 
Sports and conference centre Aldgate 
East, London, 37/10 

Gillespie, William & Partners: Design 
co-ordinators, Liverpool International 
Garden Festival landscaping, 34/31-38 

GMW Partnership: King Saud University, 
Riyadh, Saudi Arabia, 47/32-36 

Gower, William and Partners: Newark 
town centre development, 40/11 

Graham, Gordon & Partners: Jet Nuclear 
Fission Plant, Abingdon, wins RIBA 
commendation, 32/31 

Grimshaw, Nicholas & Partners: 
Gillingham ice rink, 30/27, 45/11 
Oxford ice rink, 30/27 

Grogan Associates: Leicester Square 
leisure complex scheme, 46/10 

Halford Associates: Albert Dock 
refurbishment, Liverpool, 33/30-33 

Hamilton Associates: Sainsbury's 
Homebase House and Garden Centre, 
Catford, 43/32-33 

Hellmuth Obatta & Kassabaum: King 
Saud University, Riyadh, Saudi Arabia, 
47/32-36 

Hives, Eric and Sons: National Gallery, 
London, Bernard and Mary Sunley 
Room, 34/13 





Hobart and Heron: Habitat warehouse, 
Wallingford, 45/12 

Holder and Mathias: Aberystwyth harbour 
development scheme halted, 33/9 

Hunt Thompson Associates: Thames 
Tunnel Mills housing, Rotherhithe, 
London, 37/39-46 

Hutchinson & Partners: “Professional 
park”, London Docklands, 44/8 

Hutchinson, Locke & Monk: Office 
refurbishment, Richmond Green, 
Surrey, 35/8 

Jack, Bill, appointment as designer, 
Covent Garden Opera House, 27/14 

Jefferson Sheard and Partners: Clowne 
and Worksop housing for the elderly, 
50/39-46 

Jones, Leslie and Partners: Thurrock 
shopping centre, 34/11 

J T Design Build: Ashfield District Council 
offices, Notts, 44/14 

Kaye, Sidney, Firmin Partnership: Hilton 
Hotel reburbishment, 27/11 

Kennedy Sumner + Howard Unick: ABC 
cinema, Fulham, London, 50/7 

Kenzie Lovell Partnership: Office block, 
Gracechurch Street, City of London, 
50/9 

Laird, Michael and Partners: 
Cameron Toll shopping centre, 
Edinburgh, 34/11 
Royal Marine base modernisation, 
Conder, Scotland, 47/11 

Landau, David and Partners: Luxury 
housing development, West 
Kensington, 39/10 

Latham, Derek and Associates: 
Heights of Abraham, cable car and 
visitor centre, Matlock, 33/29 
Railway cottages, Derby, winaward, 
48/10 

Le Corbusier: La Savoye at Poissy, 47/7 

Leeds City Architects: Jacob Kramer 
College, 43/11 

Legge, Peter & Associates: Battersea 
Theme Park, London, 27/11 

Lerner, Ralph and Richard Reid Partners: 
Cherry Garden Pier housing scheme, 
London Docklands, 37/12 

Lewis Patten: 6 Belgrave Square, 
refurbished, 32/11 

Libby, Christopher & Co: 
Milner Square, Islington. 3636-37 
“Professional park”, London Docklands, 
44/8 
Royal Agricultural Hall, Islington, 
scheme, 50/12, 51/8 

Lister Drew & Associates: Bury Court 
House, City of London, 29/17 

Llewelyn-Davies Weeks: Lister Hospital 
refurbishment, 48/13 

Lovejoy, Derek & Partners: Landscaping, 
Liverpool International Garden Festival, 
34/34-35 

Luder, Owen Partnership: Charing Cross 
Medica! Research Centre, London, 
4 2 16 

Ly ell, Michael, Associates: Sheraton 
Hotel design, Brighton, 36/9 

Lyons Sleeman and Hoare: Charles 
Church, Venetian-style HQ, Camberley, 
Surrey, 49/7 

(MacCormac Pritchard & Jamieson: ) 
Shadwell basin housing scheme, London 
Docklands, 32/9 

Manning Clamp & Partners: 
Offices restoration and development, 
Richmond, Surrey, 33/10 
St Mary almshouses conversion to 
sheltered housing, 41/34-35 

Masini/Franklin Partnership: Baltic Saw 
Mills, Tonbridge, 41/39-46 

Mason Richards Partnership: Plans for 
Birmingham business park, 45/11 

Mishcon, Peter and Associates: 
Elm Village, Camden, 47/39-46 
Holsworthy Square housing 
rehabilitation, 38/47-48 

Moxley & Frankl: Herald’s Place mews, 
Kennington, 28/13 

Moxley Jenner & Partners: South Bank 
Technopark, 44/40-42 

MWT Architects: 
Beacon 27 offices, Eastleigh, 38/17 
Government office, Truro (model), 
33/16 

Newman Levison & Partners: Pavilions, 
Millwall Dock, London Dockiands, 37/24 

On. en Bastille Opera scheme, Paris, 

i: 


Percy Thomas Partnership: 
Hospital, Dorchester, 28/14 
Win Hong Kong New City Polytechnic 
design competition, 39/7 

Phippen Randall & Parker: Milton Keynes 
design-build housing competition 
scheme, 47/10 





Piano, Renzo: IBM Travelling 
Technological Exhibition, 42/10 43/27 

Pollard Thomas Edwards & Associates: 
Courage Horselydown brewery site, 
South Bank, London, development 
plans, 44/32-35 

Powell Moya & Partners: 
International Conference Centre, 
Westminster, 46/37-46 
Second Inmos factory, Newport, 40/10 

Property Services Agency: Scottish 
National Gallery of Modern Art, 
Edinburgh, 41/31 

Reardon, Michael: The Swan theatre, 
Stratford-upon-Avon, 37/9 

Reiach & Hall: St Enochs shopping 
complex, Glasgow, 27/14 

Renton Wood Howard Levin: Royal 
Agricultural Hall, London, conversion to 
trade centre, 37/10 

Riddick, Stewart & Partners: National 
indoor athletics arena design, 36/10 

Robert Matthew, Johnson-Marshall & 
Partners: Burroughs education centre, 
Milton Keynes, 32/33-42 

Rogers, Richard: 
Lloyd’s Headquarters, Lime St, Building 
on site, 38/30-37 
Lloyd’s Headquarters, topped out, 29/22 
Planning study for LDDC at Royal 
Docks, 29/10 

Rolfe Judd Group Practice: Ceylon Tea 
Centre, Regent St, 47/8 

Rowbotham, Matthew Associates: 
Ashfields housing, Peterborough, wins 
RIBA commendation, 32/29 

Saunders, Thomas Partnership: 
Post-Modernist office block for Guardian 
Royal Assurance, Fleet St, London, 
32/13 

Scott, Sir Giles, Son & Partner: Blue 
Circle Industries’ new HQ, Aldermaston 
Court, Reading, 40/15, 42/38-40 

Sebire Allsopp: Appointment to design 
Stoke National Garden Festival, 42/11 

Seifert & Partners: 
Bishop's Bridge redevelopment 
scheme, 28/9 
Blackheath private hospital, 29/41-44 

Shepherd Design Group: Post House 
hotel, Impington, Cambridge, 28/37-44 

Shepheard Epstein & Hunter: Flower and 
Dean housing estate, London, 31/13 

Sheppard Robson: 
Bourne's department store, Oxford St, 
London, 27/15 

Sidney Kaye, Firmin Partnership: 
Mansion House tube station offices, 
London, 35/11 
Rank Xerox offices, Marlow, Bucks, 
46/8 

Smithson, Peter and Alison: Hunstanton 
High School, Kings Lynn, repairs, 
39/10, 41/9 

Society for Co-Operative Dwellings: St 
James's Church, Knatchbull Road, 
London, conversion for housing, 38/20 

Southampton City Council: Hall of 
Aviation, Southampton, 35/12, 43/9 

Stillman and Eastwick-Field: 
Brune! University Faculty of Social 
Sciences, 39/14 
Georgian oe Highbury Fields, 
London, 3! 

Stirling, J eet 
Designs for second Tate Gallery 
extension, 30/10 
Staatsgalere, Stuttgart, 42/21, 50/32-35 

Sydney Kaye Firmin Partnership: Rank 
Xerox HQ, Marlow (model), 29/10 

Terry, Quinlan: Richmond Bridge 
redevelopment, 40/13, 46/11 

Tubbs, Ralph: Charing Cross Hospital 
accident and emergency unit, 43/39-46 

Ungers, Oswald Mathias: 
Architectural Museum, Frankfurt, 47/20 
Lutzoplatz housing development, 
Berlin, 48/31 

van Heyningen, Joanna: Rare Books 
Library, Newnham College, Cambridge, 
wins award, 48/10 

Walker, Derek Associates: WonderWorld 
energy pavilion model, 48/8 

Watkins Gray International: Mosque-style 
sports complexes, Middle East, 48/9 

Weedon Partnership: Regency-style 
office scheme, Solihull, 45/12 

Welsh Health Technical Services 
Organisation, Architects Department: 
Mold Community hospital, 45/39-46 

Wilson, Hugh and Lewis Womersley: 
Webb building, Middlesbrough, 
restoration, 37/11 














